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A pide MbY wallpapered bedroom in the home of E. N. Wicht 
e | at Douglaston, L. I. Restored by Frank J. Forster, Architect. 
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HE flowered wallpaper used in this authentic early American room 

breaks the monotony of straight lines and softens the harshness of the 
white painted woodwork. How beautiful the room now is with the old- 
fashioned H hinges, rough-hewn overhead beams and four-poster bed. How 
cold and cheerless it would be with plain walls. 


Wallpaper is a plastic medium of decoration which, when properly used as a 
background, accentuates the architectural beauty of an interior. 


If you are interested in the decorative treatment of walls, we will gladly send 
you our illustrated booklet—‘‘Wallpaper—Room by Room”. 


WALLPAPER MANUFACTURERS’ ASSOCIATION 
of the United States 
461 Eighth Avenue New York 
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KEWANEE 


STEEL Riveted 


What determines the ‘‘heating cost’’ of a 


building? The number of years the boiler stays 
on the job; the cost of the coal it uses; and repairs. These items 
— not the first cost—determine whether the boiler is a good or 
bad investment. 


Kewanee Boilers could be made to sell 


for less. But if they were we would have to 
take out of them some features which keep heating costs low. 


So we build them of heavy steel plate 
—riveted—because steel and rivets provide a 
strength that defies the ravages of time. We purposely make 
the fireboxes big and high because that means better com- 
bustion. And we built them up-to-size because an undersized 
boiler must be over crowded—and over crowding is wasteful. 


Everywhere—the decided preference 


for Kewanee Boilers proves how thoroughly 
they have earned their reputation as the most economical 
boilers built. 


i“ KEWANEE BOILER COMPANY 
¥ \ Kewanee, Illinois Branches in Most Leading Cities 


X 
Lower Heating Costs 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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‘Ohe world acknowledges its debt to 
Michel cAngelo, for adding color to 
formto give his masterpieces immortality 


Northwestern Terra Cotta 


supplies to aspiring genius the same 
advantages for creating and perpetuating 
“AmericancArchitecturaleWCasterpieces 


il | Mat | | 
Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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PEAKING of. close 
pile driving, look at 
—and the shell is this. It takes know-how 
feft in the ground and properly-trained 
men plus theright equip- 
ment for such jobs. 
Raymond, naturally. 


RAYMOND CONCRETE PILE COMPANY 


New York: 140 Cedar Street Chicago: 111 West Monroe Street 
Montreal, Canada 
Branch Offices in Principal Cities 


A Form for Every Pile 


A Pile for Every Purpose 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Critical 


Club Members 


Exclusive metropolitan clubs, as exemplified 
by the nationally-known Allerton, cater to a 
critical class;—to people accustomed to the 
finest in comfort and convenience. 


That is why, in smart clubs like the Allerton, 
Cleveland, pictured above, you will so fre- 
quently find Lipman Refrigeration. 


THE AMERICAN ARCHITECT 
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The modern building, be it hotel, apartment, 
club, office, or factory, should be equipped 
with Lipman Refrigeration, not only because 
it is far more cleanly and dependable than ice 
but also because its cost is one-third to one-half 
less. 


Write today for the complete facts, use the 
coupon below. 


GENERAL REFRIGERATION COMPANY 


121-93 Shirland Ave., Beloit, Wisconsin,U.S.A. 


Please send me full particulars including Free Descriptive 
literature on Lipman Refrigerating Machines. 
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QUARRY TILES | 
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While buff and other light colored quarry tiles 
are usually soft and lacking in strength, Rossman 

buff and light red quarries are as hard and wear-resisting 
Sf. as dark red and fireflashed quarries. 


This is so because the lighter tints of Rossman quarries are 
produced, not by the ordinary method of clay selection 
and underfiring, but by the very same processes as are em- 
ployed in making dark red and fireflashed quarries. 


All Rossman quarries, of whatever color, are of very hard, 
flint-like body and finely pebbled surface texture, resem- 
bling magnified eggshell, and possessing all the natural 
charm and absence of imperfections characteristic of the 
latter. 


a 


Acid resistant and impervious to cleaning solutions, these 
tiles will retain their original beauty of texture and color- 
ing indefinitely. 


Samples on ‘Request 


THE ROBERT ROSSMAN COMPANY 
NEW YORK, N. Y. 


Sbecifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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AMERICA NEEDS MORE GARAGES IN HER CITIES 


CAT 


Hotel Alms, a leading apart- 
ment hotel in Cincinnati, has 
found its 400-car garage a dis- 
tinct asset. 


d’Humy Motoramps make the 
building economical to operate 
and offer the utmost of ser- 
vice and convenience. 


Ferro-Concrete Const. Co. 
Architects and builders 


HE time is here when a man’s city home must be chosen in the 
light of its convenience to a good garage 


Everyone owns a car 
and uses it. 


Apartment, hotel or office space has its desirability mea- 
sured by the availability of nearby garage parking or storage space. Far 
sighted apartment building owners are taking the initiative in planning 
garage accommodations as an adjunct to their rental properties. 
There is a double profit in so doing. It enhances the rental desirability 


of their apartment buildings and, as an investment, the garage earns a 
net profit of equal importance. 


thls ts Fe : 
May we send you Building Garages for Profitable Operation 
to give you an insight into the possibilities in this idea? 


RAMP BUILDINGS 
~ CORPORATION 


21 East 40th Street New York, N. Y. 


GARAGE ENGINEERS 


CoNSULTANTS ON PROMOTION AND GARAGE OPERATION 


AAO VUNATAUUDUUENNEAOOOUENN HOOD EARN THOU UEAOOUU A DESA TAA ESAN ETCETERA 
NAN 


MONO LLL CLL cc LCL ULL LLL LLC LCL LLL LLL LLC LCL ccc CLEC LL LLL Loc CLL CULL Cocco cece ELL ECOL CULE LLCO LCL UCL CCC LCCC CC LOLOL CCC 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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Gop SEAL JAsP& in rich tones of gray is used for every room on the second floor of the home of 


A. E. Van Bibber, Esq., Bronxville, New York. 


Gold Seal Jaspé Linoleum 


Home-owner, architect and laying contractor—each member of this important trio 
finds that Gorp Sea Jaspé has features which appeal to him especially. 


Gotp Skat Jaspeé Linoleum pleases the architect artistically and practically. For 
this linoleum makes a handsome, rich-toned floor suitable for almost any room in a 
new or remodeled home. Moderate in price and guaranteed to give satisfaction. 


Home-owners like the softness of color and of lustre in Gop Seat Jaspz Linoleum. 
And, of course, they appreciate the life-long durability, the sanitary cleanliness and 
the moderate cost of this type of floor. 


The increased flexibility of Gotp Szat Jaspé Linoleum appeals especially to the 


laying contractor. For it permits him to do a quicker and better installation job. 
Every Gold Seal product is worthy of the architect’s complete confidence. Back of 
every yard stands Nairn’s forty-year reputation for quality. 


CONGOLEUM-NAIRN INC. 


Philadelphia New York Boston Chicago Kansas City Atlanta 
Minneapolis Cleveland Dallas Pittsburgh San Francisco New Orleans Rio de Janeiro 


GOLD SEAL 


Gold Seal 
LINOLEUM 


SATISFACTION GUARANTEED 
OR YOUR MONEY BACK 


The Gold Seal serves as a symbol 
for first-class materials and expert 
workmanship. It is, also, a pro- 
tection to the architect and his 
clients, for it guarantees absolute 
satisfaction. 


laspé LINOLEUM 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Shevlin Pine and 
Paint ate Partners 


HROUGH thick and thin, bat- 

tering storms and blistering suns, 
paint “sticketh closer than a 
brother” to Shevlin Pine. 


The pores of Shevlin Pine are 
free from pitch and resin. The 
protecting film of paint, enamel or 
any treatment penetrates deeply— 
and stays there. 


It is easy to work on Shevlin 
Pine. Paint flows smoothly on the 
fine texture to produce a satiny 
surface that stays sleek. There is 
no grain raising, no checking nor 
peeling to mar the beauty. 


Because of its light color, Shevlin ~ 


Pine takes white finish without any 
discoloration. It also works splendidly 
with any other color. The smooth 
sutface and light tone require less paint 
and less labor. 


Since the nation began, Pine has 
proven its worth. The recent frenzy 
for flimsy construction and the use of 
lumber substitutes is dying out. Build- 
ers are returning to the real American 
home—built throughout of Pine. 


There is no shortage of the building 


material of our ancestors. Leading lum- 
ber dealers everywhere can furnish 


Shevlin Pine in five varieties: Shevlin 
California White Pine, Shevlin Pondosa 
Pine, Shevlin Norway Pine, Shevlin 
Sugar Pine and Shevlin Northern 
White Pine. 


When durability, attractive appear- 
ance and ease of working is desired use 
Shevlin Pine. You will find that it is 
always properly seasoned, smoothly 
milled and rigidly graded. 


Shevlin, Carpenter @ Clarke Company 


900 First National-Soo Line Bldg., Minneapolis, Minn. 
Chicago Sales Office: 1866 Continental and Commercial Bank Bldg. 
Sold in New York by N. H. Morgan, Room 1104, 103 Park Avenue 


LOG MARK REGISTERED 


Immediate Delivery 


Andersen dealers can quickly de- 
liver frames for every window from 
the cellar to the attic. If you order 
them set up it only takes ten minutes 
more to assemble each Andersen 


Frame. 


A multitude of sizes can be prompt- 
ly supplied as any size head and sill 
member may be used with any size 
side member. You have complete 
freedom in shaping windows to fit 
your individual design. 


Most architects have experienced 
delays waiting for special detail frames. 
Many now specify Andersen. 


Catalog No. 300 contains complete 
data. 


Andersen Lumber Company 
Dept. B-6, Bayport, Minn. 


rE BEISHEKS RAGE 


BELIEVING that inspection and supervision in 
building construction should be as thorough as 
complete knowledge can make it, we are going to 
present, during the next few months, articles, by 
experts, on the inspection of heating systems and 
the supervision of brickwork and frame construc- 
tion. 

Oil burning equipment and its correct installa- 
tion are now of considerable interest to architects. 
There are many and widely varied opinions on this 
subject as to the desirability of the introduction of 
fuel oil in different types of buildings. “Two, and 
perhaps more, articles are now in preparation for 
early presentation. One will treat of fuel oil burn- 
ers as applied to domestic use; the other, oil burn- 
ing equipment as used in commercial structures. 
These articles will present the last word as ap- 
plied to what is a com- 
paratively new utility. 

Ranging from heat 
to cold, from fuel oil 
burning to electrical re- 
frigeration, is to go 
from one extreme to 
another. The rapid de- 
velopment of methods 
of electrical refrigera- 
tion is the transition 
from what at the out- 
set was an interesting 
scientific experiment to 
a practical utility. Ar- 
chitects will find a fur- 
ther problem in plan- 
ning for these compar- 
atively new things. 
The articles that have 
been prepared on the subject of electrical refrigera- 
tion and that will in due course be presented in 
THE AMERICAN ARCHITECT, will be practical as 
a rule and guide to this important matter. 
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Craftsmanship in this country is passing through 
a period of its highest development. The proposed 
action of The American Institute of Architects 
will, it is believed, serve to elevate craftsmanship to 
a higher plane than ever before. Important devel- 
opments are taking place and this progress is largely 
due to effort on the part of craftsmen to meet the 
demands of architects. Architectural ornament in 
bronze has been largely confined to the casting 
process. A new method has now been brought to 
a high state of perfection and the details of the 
work and examples of finished results will be de- 
scribed and illustrated in future issues. 


SPECIAL NO FICE 


‘Topicat Architecture is now a regular 
feature of each tssue of THE AMERICAN 


There will also be found inserted in this 
particular issue, the complete index for vol- 
ume 131, of which this ts the concluding 


If subscribers on receipt of this copy fail to 
find these two inserts, we should be noti- 
fied at once that we may rectify the omis- 


Another novelty in craftsmanship is known as 
relief glass. This, in reality, is cast glass moulded 
in a way that is capable of producing desirable ar- 
tistic effects of color and texture, light and shade. 
This glass will be found to have unusual decorative 
possibilities and is extremely valuable in many 
phases of interior decoration. An article descrip- 
tive of this material will shortly appear. 

2 

An informative article soon to appear will be 
presented under the title ““A Vacation from City 
Architecture.’ It will deal with log houses, ‘“‘sum- 
mer camps’’ and all those varied and hap-hazard 
structures that are built at recreational localities to 
serve a temporary purpose. ‘There’s a growing ten- 
dency to create a better type of building both as to 
exterior and interior. Some interesting examples 
will provide the illus- 
trations for an article 
that will be of consid- 
erable practical value. 

2m 

With the next issue 
we start on our 132nd 
volume. These records 
of architectural growth 
in the United States 
cover approximately 
fifty-two years of serv- 
ice, and as relating to 
building construction, 
are encyclopedic in 
character. In beginning 
a new volume we shall 

| make no special an- 

nouncement. As the 

oldest publication in its 

field, we have a duty to perform. That duty lies 

mainly in carrying forward to the best conclusion 

the policies that have always marked the conduct of 
this magazine. 

The outstanding feature is our duty to the pro- 
fession we serve. And in realizing that duty and in 
the endeavor to live up to all it imposes, we shall 
not lose sight of the fact that in the profession of 
architecture, more perhaps than in any other, there 
has been steady progression to the highest ideals. 

The record of this achievement is no better 
shown than in this volume just concluded. 

We must be chary of promises as in this very 
matter-of-fact age it is performance that counts 
most. As evidence of that performance we refer to 
the 131 volumes that have been issued. The 132nd 
will now be our present work. We need not assure 
the reader that we shall endeavor, with all we have, to 
live up to past performance and exceed it if we can. 
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AN ARCHITECTURAL RAMBLE IN DELAWARE 
By Cart A. Zrecier, A. I. A. 


SEVERAL years ago, the writer at suggestion of 
the editor of THE AMERICAN ARCHITECT wan- 
dered through Virginia, Maryland and Delaware 
for the purpose of making a brief survey of the 
architectural remains of our Colonial period. ‘Two 
articles were published on Virginia and one on the 
work in Maryland, and as the writer has now pro- 
gressed as far as New England in his peregrinations, 
the editor has suggested that although sauntering 
through the original states in search of architectural 


inspiration is undoubtedly very pleasant and whole- 
some to the saunterer, the editor gets no particular 
exhilaration out of it without the ‘‘copy’’ for which 
all editors seem to have an insatiable appetite. The 
following notes of impressions gained in Delaware 
are, therefore, proffered as a peace offering. 

To the student of architecture there is nothing 
more intriguing than the transition from one style 
of architecture to another, unless it be that still more 
subtle change that takes place through the varying 
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HOLY TRINITY, A SWEDISH CHURCH AT WILMINGTON, DEL.—BUILT 1697-1699 


(Copyright, 1927, The Architectural & Building Press, Inc.) 
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phases of the same style and one must be very expert, 
indeed, to state with authority where one phase 
ends and another begins. 

A famous American painter once stated to the 
writer, in a discussion on this subject, that the tran- 
sitional stage in an architectural style was to him its 
most interesting period, and I think one will agree 
with this viewpoint when following Gothic work 
in its development from the Norman type through 
the Early English to the perpendicular style as illus- 
trated in the great cathedrals of England. ‘These 


work of the thirteen original states. The develop- 
ment of the style covered a period of about one hun- 
dred and fifty years and the varying shades of ex- 
pression were the result of the influence of heredity 
and environment which, of course, are never the 
same in the case of any two people, however closely 
allied. 

In travelling from Virginia through Maryland 
and Delaware for the purpose of sensing this transi- 
tion in architectural style, one would, of course, not 
expect to find a decided change upon crossing a state 


AMSTEL HOUSE, NEW CASTLE, DEL.—BUILT ABOUT 1732 


changes in Gothic architecture required several cen- 
turies in which to develop, and it is almost as dif- 
ficult to dissect one period from another as it would 
be to analyze one of the late Burbank’s develop- 
ments in the vegetable kingdom, or the very illusive 
changes from one theme to another, as accomplished 
by the great masters in music. 

It is no less difficult to classify the development 
of the various phases of Colonial architecture in 
America and especially is this true of any attempt to 
describe the differences which occur in the Colonial 


line; in fact, one wanders through Maryland for 
some time before becoming conscious of any change 
from the architectural expression of the Old Domin- 
ion, but when New Castle, Delaware, is reached the 
change in style is so marked as to be almost startling. 
No longer is the spirit of the gay cavalier, with his 
joyousness of life, felt in the buildings which we 
study, but instead we feel the industrious urge of the 
early Swedish and Dutch settlers. 

Just as the sociologist finds a marked difference in 
the mentality of people in the various sections of the 
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country, so the architectural student finds different 
expressions in the buildings which they erected, and 
the lines of demarkation are quite as vague as are 
geographical boundaries, which are so pronounced 
upon maps and so indefinite when travelling. 

Very decidedly do the houses of Maryland and 
Virginia convey the Georgian spirit of Old Eng- 


> 


large wings and numerous outbuildings so common 
to the Virginia estates. 

The first white settlement in this country was the 
English colony in Virginia in 1607, and in 1614 
the Dutch came up the Hudson and settled on what 
has grown to be the most remarkable little island in 
the world, then known as New Amsterdam and 


HOUSE ON DELAWARE STREET, NEW CASTLE, DEL.—BUILT 1799 


ORIGINALLY ONE HOUSE, NOW DIVIDED INTO TWO. THE ADDITIONAL DOORWAY 


NECESSARY WAS MADE BY CUTTING 


WINDOW, AS SHOWN. THE FRONT IS 45 FEET WIDE 


land, the spirit that animated Sir Christopher Wren 
and Inigo Jones; while in Delaware the Dutch in- 
fluence is quite as evident although the methods of 
construction are not dissimilar. 

Far from tranquil was the early life in Delaware; 
intermittently held by the Dutch and the Swedes, 
the country was finally seized by the English, and 
because of this turmoil it was not an attractive col- 
ony for the wealthy class of settlers who found Vir- 
ginia and Maryland more to their liking. Asa con- 
sequence the houses of Delaware lack the size and 
grandeur of the mansions erected in the neighboring 
states; they are more compact and lack, as a rule, the 


now as Manhattan, a part of New York City. 

The landing of the English Pilgrims at Plymouth 
in 1620 has furnished American literature with a 
very dramatic theme, and the sturdy Swedish stock 
was added to the great experiment in 1638 when 
the good ship Kalmar Mychel under the command 
of Peter Minuit sailed up the Delaware River and 
established the first permanent Swedish settlement 
in this country, on the Minquas River, which he 
named Christina in honor of the young queen of 
Sweden and gave the same name to the fort which 
he built on land purchased from the Indians near 
the present site of Wilmington. 
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THIS BUILDING WAS THE “‘HEAD HOUSE”? OF A LONG MARKET SHED. THE LOWER FLOORS HOUSED THE TOWN FIRE 
ENGINE, THE UPPER PORTION BEING USED AS A TOWN HALL 
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INTERIOR, HOLY TRINITY CHURCH, WILMINGTON, DEL. 


‘There was constant conflict between the Swedes 
and the Dutch who settled the eastern shore of the 
Delaware, and in 1655 Governor Stuyvesant sailed 
from New Amsterdam with seven ships and took 
Fort Christina which ended Swedish dominion in 
America. 

Dutch supremacy was short lived, however, for 
the English under Sir Richard Carr captured their 
strongholds in 1664 and from that date until the 
present time English ideals have prevailed along the 
Delaware, but here and there along its shores, archi- 
tecture has recorded truthfully, as it always does, 
the craftsmanship of the various peoples who pushed 
back the wilderness to form habitations in a new 
world. 

‘The Swedes treated the Indians with great consid- 
eration and endeavored to instruct them in the Chris- 
tian doctrine. The Rev. John Campanius translated 
the Lutheran Catechism into their tongue, which 
translation was printed in 1696. Very quaintly he 
translates the supplication, “‘Give us this day our 
daily bread,” into ‘‘Give we this day a plentiful sup- 
ply of venison and corn,” which I suppose would 
greatly shock the fundamentalist of today, but 
would certainly be more comprehensible to the In- 
dian of that time. 

William Penn did not come to this country until 
1682. He made his first landing at New Castle and 


received title to New Castle and the surrounding 
country, which was administered by Pennsylvania 
Governors from 1682 to 1776, after which they re- 
verted to the State of Delaware. 

It was from the steps of the Court House at New 
Castle that the surveyors laid out the arc-shaped 
boundary line between the southeast corner of Penn- 
sylvania and upper Delaware; one of the few bound- 
ary lines between states that all school children re- 
member. In my many wanderings to study the 
source of American architecture, I think I have not 
seen any other town that conveyed better the atmo- 
sphere of Colonial days. One almost expects to see 


WOODBURN HOUSE, DOVER, DEL. 
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HOUSE ON THE DELAWARE RIVER 


the house doors open and our quaintly garbed fore- 
fathers come down the steps. It requires no great tax 
of the imagination to see Caesar Rodney gallop over 
the cobble stones on his memorable ride from Dover 
to Philadelphia to sign the Declaration of Indepen- 
dence in 1776. 

Here still stands the old ‘“‘Dutch House’’ dating 
back to 1658, a quarter of a century before William 
Penn made his first landing at New Castle. 

The Court House, formerly the State House at 
the foot of Delaware Street, is the oldest court house 
in the United States. : 


iti 
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New Castle abounds in beautiful wooden door- 
Ways, cornices, and interior woodwork, and many 
equally interesting examples of Colonial architec- 
ture may be found in Odessa, Dover, Wilmington, 
etc.; some are well known, but many have never 
been published. 

In the smaller towns the buildings have escaped 
the ravages of industrial progress and it is to be 
hoped that a proper record may be made of these 
before they are destroyed, in order to preserve the 
concrete evidence of the labors of a self-respecting, 
intelligent people. 

In my saunterings through the byways of our 
early architectural beginnings I have gained the im- 
pression that the architectural profession is really 
not very well informed about the early work in this 
country. Many know the buildings in the section 
in which they happen to reside, but comparatively 
few architects have studied Early American archi- 
tecture as they have studied the buildings abroad, 
and until one has visited Salem, Mass.; Annapolis. 
Maryland; Charleston, S. C.; New Castle, Dela- 
ware; Charlottesville, Virginia, etc., it is quite im- 
possible to realize what a great difference there was 
in the Colonial architecture of this country and how 
vastly different is the atmosphere created by the va- 


OLD HOUSES|ON THE RIVER, NEW CASTLE, DEL: 


WITH THE MODERN FRAME EXCRESCENCES REMOVED, THESE HOUSES WOULD NO DOUBT BE AS IMPRESSIVE AS THEY 
WERE IN EARLIER DAYS WHEN NEW CASTLE WAS A BUSY SHIPPING TOWN 
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OLD COURT HOUSE, NEW CASTLE, DEL., 


rious types that settled on our Eastern seaboard. 

The late Joseph Pennell once told me that he 
considered the early architecture of this country 
equal to anything that he had seen anywhere in the 


world, and surely no one could sketch it better 
than he. 
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BOOTH TRAVELLING SCHOLARSHIP AWARD 


Tue College of Architecture of the University of 
Michigan, Ann Arbor, Mich., announces that as a 
result of the annual competition the George G. 
Booth Travelling Fellowship in Architecture has 
been awarded to John E. Dinwiddie by a jury made 
up of members of the architectural faculty and 
Messrs. Marcus R. Burrowes, Alex. Donaldson, 
and Talmage C. Hughes, all Detroit architects. 

Mr. Dinwiddie is a native of California who 
graduated from the University of Michigan in 
1925, since which time he has been employed in 
San Francisco and New York offices. He is at present 
with York and Sawyer, architects, of New York. 


exe) 
NEW JERSEY MANUFACTURING EXPOSITION 


Jusr across the Hudson, in New Jersey, there has 
been concluded an exhibition that has been fruitful 
of many good results. The idea at root of this un- 
dertaking was to bring to the attention of the gen- 
eral public,—and that would include architects and 
builders,—the diversity and outstanding merit of 
‘Made in New Jersey Products.’’ During the two 


weeks that this exhibition was in progress, the in- 
terest daily increased, and the attendance largely 
augmented. 

The old saying about the prophet being without 
honor in his own country, has frequently been ob- 
served in the home community of important manu- 
facturing organizations. Many times only those di- 
rectly associated with the industry were familiar 
with the character of the product or the real im- 
portance of the company. There has, however, been 
a growing recognition of the desirability and value 
of having the home folk familiar with the things 
produced in their community and this exhibition in 
Newark is simply an extension to statewide recog- 
nition. Among the firms allied with the building 
industry that had exhibits, were the following: 

J. H. Balmer Co., bathroom fixtures; Edison 
Lamp Works; T. R. Goodlatte 6 Sons, Inc., mak- 
ers of ‘‘Walcloth’’; Grant Mfg. Corp., oil burners; 
Jacobson Mfg. Co., oil burners; The Kompak Co., 
hot water heaters; Murphy Varnish Co.; Newark 
Varnish Works, Inc.; Richardson and Boynton 
Co.; The Thatcher Co.; Wallace & Tiernan Co., 
Inc., water purification units, and Zenitherm Co., 
Inc., wall and flooring material. 

2D 
THE NARROWEST STREET 


Or. AUGUSTINE, FLA., oldest white settlement on 
the mainland of the United States, contains the nar- 
rowest street in the Union. It is called Treasury 
Street. From side to side the street measures about 
six feet. 
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SOMEWHAT Hasty OBsERVATIONS ON Motor TRAVEL IN ITALY 


By SAMUEL CHAMBERLAIN 
Illustrated with Pencil Sketches by the Author 


Havinc spruced up the vocabulary, (aided by a 
phrase book), with such invaluable expressions as 
“Please put a touch of brilliantine on my mous- 
taches’’ and ‘“‘What! I have to pay duty on a few 
cigars!,’” and complied with numberless formalities, 
this gaping chronicler has at last penetrated into 
Italy, in quest of material for the indulgent AMERI- 
CAN ARCHITECT. Three years have elapsed since 
we left the land of chianti and rizzoto and black 
shirts, of marble spires and vine-clad hills and 
hurdy-gurdies. The interval has only served to in- 
tensify the beauty of the country and to bring forth 
the observation that it is a much more pleasant, 
(and expensive), place to visit than formerly. One 
may now visit museums and cathedrals without be- 
ing heckled by guides and, (glory to Il Duce), 
hotels are forced to post the prices of their accommo- 
dations. The poor no longer beg for themselves; 
instead a uniformed collector marches about, jing- 
ling a non-reversible sack under your nose. 

But much has remained unchanged. One notes 
with a sigh that they still paint pilasters and wis- 
teria on their houses. Army officers continue to pose 
and preen on the street corners and watch out of one 
eye, from under the visor of their tremendous caps, 
to note the impression they are making upon the 

- passing signorinas. If anything, their caps are be- 


coming loftier with their manner, their waists more 
pinched and their sleeves more tightly fitted. A 
monacle seems to have become a positive necessity. 
Apparently it is not incongruous with shirt sleeves, 
if the shirt be black! The cigarette holders are get- 
ting longer and jauntier and the approved angle is 
approaching that of an American politician's cigar: 
Oxford bags make their belated appearance on the 
Italian collegians who, as always, stand on the side- 
walks, sipping caffe expresso and ogling the ladies. 
There are many embryonic Gene Sarazens, cafe golf 
players in knickers and jazz-bow ties, although 
nothing is rarer in Italy, I suppose, than a golf 
course or a Socialist deputy. The human scene is as 
colorful as ever, and, bird-like enough, is spread 
largely by the male of the species. Half of the popu- 
lation must wear uniforms of one sort or another. 
And since the last visit, (at which time they had all 
of the rah-rah accoutrements save one), the Facisti 
have developed a new yell, given in the best high 
school manner. It runs in actual letter, according 
to the posters: 
Bidabia, biaeAlalal! 

Try that one out on your track team. 

So much for my little investigation of European 
conditions. More explicit notes can be given on mo- 
toring. One needs approximately as many official 


HOUSE IN LUCCA 
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papers to enter the Kingdom of Italy with anything 
on four wheels as would be needed for a prospective 
Soviet ambassador to Washington. There are trip- 
tychs and passavants and a bulky pamphlet which 
proves to be an international driving license in sev- 
enteen languages. But once the labyrinth of red tape 
is untangled and both governments know what 
your grandmother’s maiden name was, the matter 
of slipping over the bridge in the hills which marks 
the Franco-Italian frontier is simple enough. Mo- 
toring in Italy is not a complex matter. Enterpris- 
ing manufacturers from Springfield, Mass., have 
dotted the entire Italian scene with monuments of 


A STREET IN BORDIGHERA 


BORDIGHERA HAS A FLASH OF BEAUTY IN ITS OLD TOWN 


our civilization, red gasoline filling tanks. Garages 
are frequent and the roads are usually good. There 
is one new and not very beguiling road regulation. 
One should stop dead, then look and listen before 
traversing any railroad crossing, even though the 


safety gates be open. This is perhaps well inten- 
tioned, but the joker lies in the fact that an observ- 
ant Fascist is lurking alertly in the nearby bushes. 
If your car fails to make a definite halt, you are 
halted, and presented with a neatly printed receipt 
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THE MARKET PLACE, SIENA 


ONE MAY NOT HOPE TO CONVEY ANY SORT OF IMPRESSION 
OF THE SPLENDORS OF SIENA } 


for 25 lire, which you obligingly pay. Since there 
are, by actual count, more than fifty crossings on the 
Genoa coast road, it is obvious that one must choose 
between speed and bankruptcy. This is a com- 
panion piece to that celebrated ruling which fines a 
passenger 20 lire for touching his feet on the oppo- 
site seat of a railway carriage. Stern faced gentle- 
men will frequently stop your car in the middle of 
a country road and scan your papers with great 
care, rub their fingers over your engine number, etc., 
but they are agreeable enough if your documents are 
scrupulously correct. For those who are not whole 
heartedly in sympathy with the Fascist regime, it 
might be well to state that one may, in conversa- 
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THE BRICK TOWERS OF ALBENGA 


FROM THE ORIGINAL PENCIL SKETCH BY SAMUEL CHAMBERLAIN 
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tion, refer to Mussolini as ‘Mr. Johnson,”’ that be- 
ing the official code-word for loud-mouthed Ameri- 
cans since one of our compatriots was arrested when 
he was heard to speak disrespectfully of the Duke of 
Italy. 

One has an unfortunate impression of the Italian 
roads at first, for the mountainous highway which 
leads from Menton to Genoa is a terror. One could 
obtain approximately the same effect if it were pos- 
sible to ride on a roller coaster with hexagonal 
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ings and corbels. It is an astonishing jumble. If it 
could be magically set among the regiment of towers 
of San Gimignano, the result would be dramatic 
perfection itself. A dozen quaint seaports intervene 
before Genoa, but the architecture does not pick up 
appreciably until one aproaches Carrara and the 
marble belt, when the little town of Pietrasanta rises 
out of the plain, glittering with white churches and 
noble old gateways, a forerunner of Lucca’s splen- 
dor. 


CHURCH OF SAN GIUSTO, LUCCA 


LUCCA, GRACEFUL, PATRICIAN AND CLEAN, IS A REVELATION TO THE UNSUSPECTING TRAVELER 


wheels. This road leads through Ventimiglia, that 
frontier town whose name will linger long in the 
memory of travelers who have pined away in its in- 
ternational railway station while the Customs of- 
ficials did their poking and prying. The neighbor- 
ing Bordighera has a flash of beauty in its old town, 
enough to call for the sketch here shown. San Remo, 
one of the most pretentious of the towns on the 
Italian Riviera and one of the stupidest, has a 
glimpse of sunlit antiquity too, but Albenga, hov- 
ering flat and peaceful under the domination of its 
massive towers, is the first site of considerable inter- 
est. [he cathedral of Albenga is unique in the 
quantity and grouping of its great towers, some of 
them quite barren, others varied with arched open- 


Lucca, graceful, patrician and clean, is a revela- 
tion to the unsuspecting traveler. It is a miniature 
Florence within walls, fabulously rich in churches 
and palaces, glistening with striped campaniles and 
coppery domes. But why attempt to describe it in a 
sentence? In fact, how can one hope to convey any 
sort of an impression of the splendors of Pistoja, of 
San Gimignano, Siena, Orvieto, Viterbo, Arezzo 
and Perugia in a few poor paragraphs? To continue 
the travelogue, even in the condensed form of a 
syllabus would call for far more pages than are al- 
loted me. The temptation to cite two unexpected 
treasures is, however, too strong, and I hereby im- 
plore all prospective visitors in Tuscany to include 
Certaldo, that utterly magnificent citadel of brick 
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SAN REMO 
FROM THE ORIGINAL PENCIL SKETCH BY SAMUEL CHAMBERLAIN 
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where Boccaccio died, and Toscania, near Viterbo, 
on whose grassy outskirts linger two of the most 
perfect Romanesque churches one could hope to 
find, deserted and unrestored and serenely beautiful. 
I respectfully submit that nothing quite equals a 
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Doorway in’ Orvieto 


DOORWAY IN ORVIETO 


sunny April day in the hills of Toscania, a fiasco of 
Frascati, a loaf of bread, some saucisson de Milan 
and a slab of Gorgonzola under an olive tree, with 
the budding map of half of T’uscany spread beneath 
you in a thousand rippling shades of brown and 
lavender and pale green. 
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RUINS OF ROMAN CITY UNEARTHED IN GREAT 
BRITAIN 


Recent excavations by English archaeologists at 
the site of the Roman town of Uriconium have re- 
vealed the largest Roman building yet uncovered in 
Great Britain, according to recent press despatches. 
A shattered tablet found near the entrance when 
pieced together revealed it was the forum or market 
place erected by the Emperor Hadrian in A. D. 130. 
Numerous other buildings unearthed all show indi- 
cations the city was destroyed by fire. The bricks of 
the walls are so blackened and charred they look as if 
the conflagration might have occurred recently. 
Several skeletons have been found. One, that of a 
man, in a “‘hypocaust,’’ or heating chamber for a 
bath. In his hand was a broken box which once 


oo 


contained coins which were scattered around him. 
These coins bore the date A. D. 111. 

Footmarks of Roman sandals can be seen in the 
soft cement, and well heads scored by the lowering 
of a rope. A steel covered spur of a fighting-cock, a 
surgeon's lancet and many other discoveries give in- 
dication life in Roman days had many aspects simi- 
lar to that of today. 


SCULPTURE ON BUILDINGS 


I+ seems a pity it should be so often the case that 
large buildings recently erected represent such pov- 
erty in their carved ornamental details, states The 
Builder, London. Such buildings offer a field for 
sculptured ornament which the riches of applied 
craftsmanship might redeem. Yet the most paltry 
character attaches to such additions, as though more 
a concession to mere habit than to any inwardness 
or pleasure in the ornament itself. It appears to us 
that, as these large commercial undertakings are so 
sparing in architectural richness, more might be 
done to relieve this starkness than is the case. It is 
true that on Bush House we have the large group 
erected above the main entrance, but this is estimable 
for its sentiments rather than for its qualities as 
sculpture. It will be said by some that, as in Gothic 
or Renaissance ornament, this should be conceived 
with and grow through the structure itself, an in- 
tegral part of the conception. But with the more 
wholly utilitarian character belonging to these large 
commercially conceived buildings there might be, 
for want of the better thing, some intimate sculp- 
tural work of really vital character added to relieve 
the weariness of mere size, so little related to con- 
tent. 

Nor must we be too much bound up by theories 
which, deduced from the best periods of building, 
apply more to them than to those buildings to 
which we refer. Theories of applied ornament be- 
long to books rather than to buildings. In the latter 
case we do what we can in the circumstances. It is 
obvious that the nature of sculptural ornament is 
quite lost sight of in many of our new commercial 
buildings, such as are to be found in the new Regent 
Street or on the Devonshire House site. There is 
no advantage in such additions. While recognizing 
this, we might none the less have still the reality of 
sculptured ornament, even though an added thing, 
which, if beautiful, can hardly be exuberance. There 
are sculptors—many young ones of great ability— 
leaving our schools, who, even though we must re- 
gard it as a second best, could in one way and an- 
other give the human touch, the sense of the im- 
pulse to beauty, which is the reality we seek, and 
could thus relieve the baldness, the commercial in- 
sensibility, that pervades such buildings as those to 
which we have referred. 
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EDITORIAL 


The suggestion, made by C. Grant [ua Farge, 
chairman of the Institute's Committee on Allied 
Arts, in his presentation to the recent convention of 
that Committee’s report, that we now turn our at- 
tention to architecture as an art, having long de- 
bated it as a science, while undoubtedly a good one, 
may not, we believe, be taken as an entirely work- 
able premise. While architecture is undoubtedly an 
art, in its first analysis, its practice,—and we infer 
that is what Mr. La Farge is discussing,—is some- 
thing very much more. At the same time it is quite 
possible-—for many men have successfully accom- 
plished it,—to retain the true art attitude and in- 
clude the various and more prosaic functions that 
make up the architect’s daily work. 

That a successful architect must be something 
more than an artist need not be argued here, as it is 
generally conceded. Architects must combine in 
their work as artists, other abilities, bordering on 
the prosaic, that artists in no other fields may have 
to consider. In the proposed knitting together of 
the various arts allied to architecture and the crafts 
that are equally closely connected, architects will 
find that their practical experience gained by work 
in architecture as a profession will serve them in 
good stead. 

Undoubtedly the scheme proposed by Mr. La 
Farge’s Committee is one that, if successfully carried 
ovt, would advance the cause of architecture in this 
country very materially. The thing that would 
most retard a consummation so very desirable, 
would be an attitude of condescension on the part 
of the profession and the assumption that architec- 
ture was strictly an art, and that those who practice 
it did not regard themselves as either scientists or 
professional men while engaged in the proposed 
effort to secure a closer alliance. 
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In looking over the English architectural journals, 
we find that there is a widespread sentiment relating 
to the spoiling of the English country roadside. 
Writers in many instances wander from their topics 
to express the feeling that the matter has become 
of such great importance as to dominate the minds 
of the contributors and correspondents of these 
journals. 

Men who were familiar with rural England 
twenty-five years ago, and who return today to re- 
new impressions of quiet, picturesque beauty, are 
filled with regret when they see what has happened. 
‘There is unanimity of expression in the belief that 
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the motor car and the various roadside utilities are 
largely responsible. But the more careful critics 
while believing that the motor car is a contributing 
cause, are also of the opinion that those in author- 
ity in suburban towns are largely responsible. It is 
pointed out, and with reason, that there is vested in 
these local governing bodies, all the necessary au- 
thority to control the situation and that they have 
only to exercise that power to arrest the further en- 
croachment and despoliation of these fine country 
roads, 
eon) 


Journats devoted to the interests of contractors 
for building construction frequently criticize archi- 
tects’ specifications, claiming that they are not suf- 
ficiently definite and too often contain such clauses 
as ‘‘as required,’’ ‘‘as indicated,”’ and ‘“‘required by 
conditions.’ The point contended by contractors 
that architects should know what is required, is well 
taken. It is neither impossible to write a definite 
specification nor unreasonable for both client and 
contractor to expect it. A physician who did half a 
job because he was underpaid or too busy, would 
find his practice dwindling. Many architects pre- 
pare complete and very definite specifications; many 
do not. Those who do not would do well to study 
this phase of their work or allot sufficient time to 
this portion of their services to correct what is often 
a most unsatisfactory condition. Many of the dif- 
ficulties encountered with work under construction 
would be removed by the simple procedure of fur- 
nishing a proper contract document in the form of 
a definite specification. 
eYo,) 


The end of the scholastic year has brought with it 
the usual exhibitions of the work of students in our 
architectural schools. What impresses us most in 
such exhibitions as we have visited is the apparent 
effort on the part of teachers to give the student a 
practical and working idea as to the various prob- 
lems he studies. We recall the days we spent in the 
classroom striving to obtain a better appreciation of 
art, and since then have many times realized how 
little knowledge that was really practical was im- 
parted to us; or better stated, perhaps, how we 
failed utterly to grasp such knowledge. It is encour- 
aging to observe that this phase of architectural edu- 
cation is so strongly emphasized, thus giving the 
student a better opportunity to give expression to 
his own artistic temperament. 
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SKETCH OF -PROPOSED HOUSE—GEORGE ROGER THOMPSON, ARCHITECT 


dpe HOUSE WAS DESIGNED AS A FRAME CONSTRUCTION WITH A SLATE ROOF. THE GARAGE IS ATTACHED TO THE 

HOUSE, BUT THERE IS NO ROOM ABOVE IT. ON THE FIRST FLOOR THERE ARE A GOOD SIZED LIVING ROOM WITH AD- 

JOINING PORCH, A LIBRARY AND A DINING ROOM, AND A LARGE KITCHEN. ON THE SECOND FLOOR THERE ARE THREE 

GOOD SIZED BEDROOMS, TWO BATHS AND A SEWING ROOM, WITH PLENTY OF CLOSET SPACE. THE HOUSE IS DESIGNED 

TO HARMONIZE WITH THE NATURAL SETTING, AND THERE IS SUGGESTED IN THE SKETCH CERTAIN PLANTING WHICH 
FURTHER CARRIES OUT THIS IDEA 
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HOUSE ON A CORNER LOT IN HEMPSTEAD, L. I., N. Y.—GEORGE ROGER THOMPSON, ARCHITECT 


aR WALLS OF THIS HOUSE ARE OF HOLLOW TILE, METAL LATH AND STUCCO. IT IS OF FRAME CONSTRUCTION, WITH | 


WOOD SHINGLES FOR THE ROOF. IT IS HEATED BY VAPOR, AND DRAINAGE IS SUPPLIED BY A SEPTIC TANK. A GARAGE 


IS ATTACHED TO ONE SIDE OF THE HOUSE BALANCED ON THE OTHER SIDE BY A LIVING PORCH 
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SALVATION ARMY BUILDING, ST. PETERSBURG, FLA. 


HARRY F, CUNNINGHAM, ARCHITECT 


(Plans not available) 
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ENTRANCE DETAIL, SALVATION ARMY BUILDING, ST. PETERSBURG, FLA. 


HARRY F. CUNNINGHAM, ARCHITECT 
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CAPITOL THEATRE, RICHMOND, VA.—CARNEAL &% JOHNSTON, ARCHITECTS 


ie AUDITORIUM OF THIS THEATRE IS IN THE FORM OF AN AMPHITHEATRE SURROUNDED BY A GARDEN WALL AND 

DEVOID OF THE CONVENTIONAL CORNICE AND PANEL CEILING, WITH LIGHTING SO ARRANGED THAT ONE HAS THE 

FEELING OF OUTDOORS WITH A MOONLIT SKY AS A CEILING. THE SIZE OF THE LOT IS 45 FEET X 129 FEET. A COM- 

PLETE VENTILATING SYSTEM SUPPLIES WARMED FRESH AIR THROUGH MUSHROOMS IN THE FLOOR IN WINTER. SUMMER 

VENTILATION AND COOLING IS OBTAINED BY A RAPID CHANGE OF AIR, THE WHOLE VOLUME BEING DISPLACED IN 90 
SECONDS. THE SEATING CAPACITY IS APPROXIMATELY SEVEN HUNDRED 
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CAPITOL THEATRE, RICHMOND, VA.—CARNEAL 8 JOHNSTON, ARCHITECTS 
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HOUSE -AT-BAYSIDE, L. I., N. Y.—R. C. HUNTER ® BRO.,. ARCHITECTS 
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SECOND FLOOR PLAN 


SCALE OF FEET ; 7 ) —— : 


HOUSE AT BAYSIDE, L. I, N. Y.—R. C. HUNTER © BRO., ARCHITECTS 


The HOUSE IS OF BRICK AND FRAME CONSTRUCTION. THE ROOF IS OF SHINGLES. FLOORS 
ARE CONSTRUCTED OF WOOD, AND PARTITIONS ARE OF WOOD STUDS AND WOOD LATH. 
DOORS AND WINDOWS ARE OF WOOD, AS IS ALL TRIM. CERTAIN SURFACES OF THE EXTERIOR 
ARE TREATED IN STUCCO. THE WOOD TRIM AND SHINGLES ARE FINISHED IN WEATHERED 
GRAY, WITH RED BRICK AND WHITE STUCCO. THE HOUSE IS EQUIPPED WITH ELECTRICITY. 
A STEAM HEATING SYSTEM IS INSTALLED. DRAINAGE IS SUPPLIED BY A SEWER SYSTEM, AND 
WATER FROM PUBLIC SUPPLY. PIPING IS OF CAST IRON AND, IN CERTAIN CASES, BRASS. 
PLUMBING FIXTURES ARE OF VITREOUS WARE 
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INTERIOR ARCHITECTURE 


MODERNIZING AN OLD HOUSE 


‘THE modernizing of an old house is a problem of 
much greater proportions than the mere restoration 
of a relic of bygone days. Perhaps the greatest diff- 
culty which such a problem presents lies in the at- 
tempt to retain the peculiar charm and character of 
the original. In properly providing for the installa- 
tion of certain modern equipment, too, many seri- 
ous difficulties are necessarily met with, but these 
may often be satisfactorily overcome without mak- 
ing any radical changes to the general character of 
the design of either the exterior or interior of the 
old house. One of the most characteristic features of 
the old Colonial house,—and the old house, here- 
with illustrated, was typical of those times,—was 
the leanto which abutted the wall of the kitchen. In 
the process of modernizing the old house, however, 
it was necessary to dispense with this old-fashioned 
feature. A comparison of the photographs of the 
old house in its original state and of those showing 


the house as remodelled will show how successfully 
the architect, Bradley Delehanty, has retained the 
old lines and conserved the old character of an old 
farmhouse on Long Island, New York, which was, 
built in 1735, and made it function according to 
our present ideas of living. After removing the 
leanto, the architect added a new wing to this side 
of the house. While it was not possible to retain ac- 
curately the old lines in a two story extension, the 
character has been retained, and the new wing itself 
was built almost entirely of old materials salvaged 
from the tearing down of the leanto. 

The first floor of this new wing is used for ser- 
vice. The second floor is divided between a nursery 
and sleeping porch. From the porch an outside stair- 
case, which immediately suggests old Colonial archi- 
tecture, leads to the children’s pen. an enclosed yard 
for play, thus allowing direct access between the 
nursery and the play yard without necessitating 


THE OLD HOUSE AS IT APPEARED BEFORE ALTERATIONS WERE MADE. NOTE THE CLAPBOARDS ON THE LEFT HAND SIDE 
OF THE HOUSE AND SHINGLES ON THE RIGHT 
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passage through the entire house. Adjoining the 
kitchen, and reached by a door from the kitchen, 1s 
an enclosed yard which is used as a cook’s garden. 

Examination of the photographs of the old house 
will show that the exterior walls of the living room 
portion of the house are of clapboards while those 
of the dining room are of shingles. The architect 
was convinced by this use of materials, and by their 
condition as well, that the living room wing had 
been added at a later date. 

In order that a house built two hundred years 
ago, in materials and methods then at command, be 
made livable today, according to our modern stand- 
ards of living, consideration should be given at the 
very outset to the installation of certain conveniences 
by which the remodelled house may better conform 
to prevailing ideas of comfort and sanitation. This 
will naturally necessitate certain changes in the plan, 
as well as certain alterations to the old fabric and 
the dismantling of certain portions of the interior 
architectural treatment. The successful remodelling 
of an old house will conserve its original character, 
in design and in workmanship, no matter how ex- 
tensive these alterations may. be. This is often 
brought about by salvaging the old materials and 
using them in the rebuilding. 

Bradley Delehanty, the architect whose problem 
it was to modernize the old farmhouse, photo- 
graphs of which are reproduced herewith, made a 


REAR OF OLD HOUSE, SHOWING OLD BARN WHICH WAS REMOVED AT THE TIME 
KITCHEN LEANTO AS IT ORIGINALLY APPEARED 


careful survey of the various materials, as well as of 
the design in which they took form, before attempt- 
ing or even planning to make any changes to either 
the exterior or interior of the old building. The sur- 
vey showed that the house had sunk eighteen inches 
in one corner of the dining room. This necessitated 
the jacking up of the entire house at this point, and 
resulted in certain underpinning and shoring. In 
order that the old chimneys might function prop- 
erly, they were rebuilt around new terra cotta lin- 
ings, using the old salvaged materials throughout 
in the rebuilding process. 

Among other things that the architect discovered 
in his survey of the materials, was that the wood 
panelling in the living room appeared to be of a 
much later date than that of the dining room. Its 
design was more sophisticated and the woodwork 
itself was in excellent condition. The panelling in 
the dining room was much more crude in detail, 
suggesting greater age. This further bore out the in- 
ference, already referred to, that that living room 
wing had been added at a later date to the original 
house. 

In the accompanying plans _of the first and sec- 
ond floors, in which the alterations are indicated in 
hatched lines, it will be seen that only one partition 
was removed, to allow of a large guest room where 
before there had been two. 


ALTERATIONS WERE MADE, AND THE 
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IN PHOTOGRAPHS REPRODUCED ABOVE, THE TWO TYPES OF EXTERIOR WALL TREATMENTS EMPLOYED——-CLAPBOARDS 
AND SHINGLES—ARE SHOWN IN DETAIL. AT THE LEFT, THE FRONT PORCH, AND, AT THE RIGHT, THE KITCHEN ENTRANCE 
(Other photographs of the restored house are shown in the plate section) 


LIVING ROOM IN THE HOUSE OF CLETUS KEATING, GLEN HEAD, L. I., N. Y. RESTORED BY BRADLEY DELEHANTY, ARCHITECT 
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IN ADDITION TO THE NEW 
WING FOR SERVICE, AND 
THE REBUILDING OF CHIM- 
NEYS, ALTERATIONS HAD 
PRINCIPAL ES TOM bom) tn 
THE INSTALLATION OF MODERN BATHS AND LAVA- 
TORIES AND A NEW BACK STAIRCASE. ONLY ONE 
PARTITION WAS REMOVED TO ALLOW OF ONE LARGE 
GUEST ROOM WHERE PREVIOUSLY THERE HAD BEEN 
1TWO ROOMS. ALL NEW WORK IS INDICATED BY 
HATCHED LINES 


DINING ROOM IN THE HOUSE OR CLETUS KEATING, GLEN HEAD, L. I., N. Y. RESTORED BY BRADLEY DELEHANTY, ARCHITECT 
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DECOMD PLOOR FLAW 


THE SECOND STORY, WHICH IN THE 
OLD HOUSE HAD SERVED ONLY AS 
ATTIC SPACE, WAS MADE HABIT- 
ABLE BY CONVERTING THE LOW 
WINDOWS INTO DORMERS. THIS 
NATURALLY NECESSITATED CER- 
TAIN ALTERATIONS TRO), Bl hes 
STRUCTURE AS WELL AS TO THE 
INTERIOR FINISH AND TRIM. IN 
EVERY CASE, OLD MATERIALS, 
SALVAGED FROM OTHER PARTS OF 
THE BUILDING, WERE USED FOR 
THIS PURPOSE 


OWNER’S BEDROOM, HOUSE OF CLETUS KEATING, GLEN HEAD, L. I, N. Y. RESTORED BY BRADLEY DELEHANTY, ARCHITECT 
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REMODELLED HOUSE OF CLETUS KEATING, GLEN HEAD, L. I, N. Y.—BRADLEY DELEHANTY, ARCHITECT 
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MICHIGAN BOULEVARD, CHICAGO, BRIDGE GROUP OF TALL BUILDINGS, 


SHOWING 333 NORTH MICHIGAN BUILDING IN CENTER 
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NEW YORK CITY 


CHURCH OF OUR LADY OF POMPEI, 


. DEE GAUDIO, ARCHITECT 
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HOUSE OF MRS. JULIA D. HAWKINS, MONTCLAIR, N. J 


C. C. WENDEHACK, ARCHITECT 


June 20, 1927 THE AMERICAN ARCHITECT Page 811 


HOUSE AT CHESTNUT HILL, MASS. 


PERRY, SHAW & HEPBURN, ARCHITECTS 
(See plans on back) 
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HOUSE AT CHESTNUT HILL, MASS. 


PERRY, SHAW ®& HEPBURN, ARCHITECTS 
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HOUSE AT CHESTNUT HILL, MASS. 


PERRY, SHAW & HEPBURN, ARCHITECTS 
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DETAIL OF PRINCIPAL ENTRANCE 


HOUSE OF GEORGE A. VARNEY, COCONUT GROVE, FLA. 


WALTER C. DE GARMO, ARCHITECT 
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HOUSE OF GEORGE A. VARNEY, COCONUT GROVE, FLA. 


WALTER C. DE GARMO, ARCHITECT 
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HOUSE AT DUBLIN, N. H.—WALTER ATHERTON, ARCHITECT 


(See plans on back) 
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J. R. MILLER AND T. L. PFLUEGER, ARCHITECTS 
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VIA MIZNER, PALM BEACH, FLA. 


WORKING PHOTOGRAPHS—SERIES II 
FROM THE ORIGINAL NEGATIVE BY DWIGHT JAMES BAUM, ARCHITECT 
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PROPOSED NEW TWIN OFFICE BUILDINGS FOR CITY AND COUNTY, CHICAGO, ‘ILL. 
ERIC HALL, COUNTY ARCHITECT, OF THE FIRM OF HALL, LAWRENCE & RATCLIFFE, INC., ARCHITECTS 
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OLD TEMPLE GATE, MUKDEN, CHINA 


FROM THE ORIGINAL SKETCH BY PROFESSOR FERENC IMREY 
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ENGINEERING AND CONSTRUCTION 


BRIDGE DESIGN AS INFLUENCED BY ARCHITECTURE 


THE history of architecture frequently 
records the names of architects famous as 
designers and builders of bridges as well as 
cathedrals and palaces. History also re- 
cords the associations of ‘‘Fréres Pontifes’’ 
or Brotherhood of Bridge Builders of the 
eleventh, twelfth and thirteenth centuries. 
Historical records indicate that the archi- 
tects of early bridges of note were also the 
engineers. Separation of the two profes- 
sions as we know them today was a grad- 
ual evolution hastened by the develop- 
ments in structural materials, and prob- 
ably most clearly marked by the advent of 
iron and steel for building construction. 
Previous to the nineteenth century the 
materials of construction consisted essen- 
tially of masonry and timber. Later steel 
and reinforced concrete became absorbing 
studies that emphasized the engineering 
aspect to the practical exclusion of the ar- 
chitectural and resulted in the definite di- 
vision of the profession of architecture 
into the two professions of architecture 
and engineering. This professional divi- 
sion like a partnership, naturally meant 
also the division of projects between the two that 
were formerly controlled by one. Bridge design was 
one of the projects that gravitated to the engineer. 
This was a logical course since bridge design, mak- 
ing use of new structural materials, became almost 
exclusively a matter of structura! engineering with 
scant opportunity for architecture as usually ex- 
pressed in building structures. 

Modern bridges can, and many of them do, ad- 
mirably combine good architecture and economy in 
the use of durable materials to obtain a stable struc- 
ture capable of supporting the loads imposed upon 
them, and of resisting the external forces of nature. 
In recent years most bridges of successful architec- 
tural and structural design have been the result of 
close co-operation between architects and engineers, 
each profession supplementing and supplying the 
essential qualifications not provided by the other. 
Bridge design enjoys a unique position as an archi- 
tectural problem. While lamp standards, balustrades 
and band courses may suggest features in common 
with the design of buildings, the similarity usually 
ends at that point. Bridges are used for purposes en- 


PIER DETAILS FOR PROPOSED UNIVERSITY BRIDGE OVER SCHUYLKILL 
RIVER; PHIVADEL PRIA, PAL——PAULY P CRE, ARCHIE Gd 


tirely different from those of buildings. New prob- 
lems of composition, scale, detail and combinations 
of material are introduced. Economy and the neces- 
sity of using members of certain shape, size and lo- 
cation to resist induced stresses must bé recognized. 
The utilitarian character of the bridge must never be 
forgotten, for to attempt to force architectural mo- 
tives where they do not belong results in misplaced 
architectural details and wasted effort indicative of 
lack of thorough understanding of the project. 
Since the work of the architect and the engineer is 
closely allied from the inception of the operation, it 
is important that they collaborate from the begin- 
ning to avoid placing unnecessary restrictions and 
limitations upon the work of either. 

Bridge design has been greatly changed through 
engineering developments. Early masonry or ma- 
sonry and timber bridges were limited as to span. 
Single spans of masonry bridges were largely limited 
by the permissible height of the arch rise. With the 
firm establishment of steel and reinforced concrete, 
bridge characteristics have materially changed. Long 
spans, previously undreamed of, are no longer un- 
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usual. Long masonry arches of relatively flat rise are 
readily built of reinforced concrete. Today the en- 
gineer makes use of enormous girders; cantilevers; 
arches; trusses; and numerous wires compacted into 
huge cables to suspend the traffic lane supporting 
members. Physical conditions and unusual require- 
ments cannot daunt him. New materials and meth- 
ods of spanning gaps in the earth’s surface have 
opened the way to new possibilities in the architec- 
tural design of bridges. To architects the problem is 
not of frequent occurrence and they must proceed 
cautiously to avoid interjecting the precedents of 
building design in form and detail. Architects must 
think and see in terms of bridges and in terms of the 
materials of which bridges are built. 
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As Christian Barman has said, “‘A bridge must 
turn its face from its daily work and look out idly 
upon the stream.’’ The beauty of a bridge is for 
those who do not use it. To make the bridge beauti- 
ful to those who do use it, usually requires the addi- 
tion of features that are not strictly functions of the 
bridge structure. Sir Christopher Wren truly said, 
“You have only to take care of a handsome balus- 
trade, upon the piers of which for ornament to the 
walks you may set urns, pyramids or statues, even 
what your hearts or benefactions will reach.”’ The 
theory of ‘‘functional beauty,’ the result of truly 
adapting an object to its use, does not always hold 
good in the design of bridges. 


ABOVE: BRIDGE OVER THE RIVER FINDHORN. SIR JOHN SIMPSON AND MAXWELL AYRTON 

; ; , ARCHITECTS. SIR E. OWEN 

WILLIAMS, ENGINEER (COURTESY THE ARCHITECTS’ JOURNAL OF LONDON). BELOW: RICHMOND, FREDERICKSBURG & 
POTOMAC R.R. CO, RAPPAHANNOCK RIVER BRIDGE, FREDERICKSBURG, VA. J. F. GREINER & COMPANY, ENGINEERS 
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ABOVE: BRIDGE OVER RIVER LEA OCCURRING AT EXTREME LEFT OF VIADUCT PLAN SHOWN BELOW 


CENTER: GENERAL PLAN OF VIADUCT SHOWING RELATION BETWEEN BRIDGE SHOWN ABOVE AND PYLONS SHOWN 
BELOW 


BELOW: CONCRETE PYLONS OF APPROACH AT EXTREME RIGHT OF PLAN ABOVE 


LEA VALLEY VIADUCT 


SIR JOHN SIMPSON AND MAXWELL AYRTON, ARCHITECTS—SIR E. OWEN WILLIAMS, ENGINEER 
(Courtesy of The Architects’ Journal of London) 
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HUDSON RIVER BRIDGE, NEW JERSEY TOWER 


CASS-GILBERT, FlA.IAy) PANCA. ARCHITEGT 
O. H. AMMANN, BRIDGE ENGINEER, PORT OF NEW YORK AUTHORITY 
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ABOVE: HUDSON RIVER BRIDGE NEW JERSEY ANCHORAGE WITH NEW JERSEY TOWER BEYOND 
BELOW: BAYONNE, N. J—PORT RICHMOND, N. Y. BRIDGE 


CASS GILBERT, F.A.1.A., P.N.A., ARCHITECT 
O. H. AMMANN, BRIDGE ENGINEER, PORT OF NEW YORK AUTHORITY 
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ABOVE: PROPOSED GREEN LANE BRIDGE OVER SCHUYLKILL RIVER, PHILADELPHIA, PA. PAUL P. CRET, ARCHITECT 


BELOW: SOLDIERS & SAILORS MEMORIAL BRIDGE, CAMERON STREET ARCH, HARRISBURG, PA. 
SIDNEY F. ROSS AND WILLIAM GEHRON, ARCHITECTS—J. F. GREINER &® COMPANY, ENGINEERS 
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EXTRACTS FROM REPORT OF NEW YORK BOARD OF FIRE 
UNDERWRITERS ON THE SCAFFOLDING FIRE AT 
SHERRY-NETHERLAND HOTEL, NEW YORK 


Tuis fire which burned for nearly nine hours and 
for which five alarms were sounded; the practical 
helplessness of the Fire Department in combating 
the fire; and the danger to the firemen, serve to bring 


again to the forefront reforms which the Under- 


writers have advocated, 
as well as some entirely 
new problems. 

The Sherry - Nether- 
land apartment hotel is 
of the modern fire resis- 
tive type covering an 
ateamatsitsepase of 1 2,- 
000 sq. ft. From the 
17th to the 23rd floor 
setbacks reduce the floor 
area to 3000 sq. ft. and 
a tower of this area ex- 
tends to a point 38 sto- 
ries above the street level 
with a cupola extending 
approximately 3 stories 
higher. The floor arches 
are of cinder concrete 
construction. The exter- 
ior walls are of hollow 
tile with 4” brick facing 
and terra cotta trim. 
‘There are two stairways, 
enclosed in hollow tile, 
extending from the sub- 
basement to the tower, 
one of which also ex- 
tends to the 38th floor. 
Four elevators extend to 
the 38th floor with the 
machinery to operate 
them located directly 
above. There are no 
smoke-proof fire towers 
in the building. 

The construction of the building had progressed 
to a point where the exterior was practically finished 
except for the top portion of the tower, where con- 
siderable frame scaffolding surrounded the building. 
Extending from this scaffolding down a U-shaped 
court to the Ist floor there were two temporary ma- 
terial hoists. These hoists with their enclosures were 
entirely of wood and were built close against the 
outside of two of the court building walls. Com- 
bined, they were approximately 25 feet long and 12 
feet wide and were so constructed that they con- 
tained a large mass of inflammable material. 


SHERRY-NETHERLAND HOTEL SCAFFOLDING FIRE 


(Copyright, 1927, P. & A. Photos, Inc.) 


A nearly completed standpipe system was the 
only fire protective equipment within the building. 
‘This system consists of two eight inch standpipes 
extending from the sub-basement to the 23rd floor, 
with one also continuing as eight inch to tanks in 
the top of the tower. Be- 
sides the tanks in the 
tower, intermediate 
tanks were installed ‘on 
the 23rd floor and on 
the | 2th floor with cross 
connections between the 
two standpipes in the 
sub-basement, on_ the 
9th and on the 22nd 
floors. When completed 
the system will be 
equipped with a fire 
pump in the sub-base- 
ment directly connected 
into the line and also 
four six inch siamese 
connections on _ the 
streets for the Fire De- 
partment. ‘The system 
was completed at the 
time of the fire to a 
point where all of the 
tanks had been installed 
and the eight inch 
standpipe reached to the 
tank in the tower. The 
standpipe, however, had 
not been connected to 
the tank and was un- 
capped. The eight inch 
cross connection on the 
22nd floor was not com- 
pletely made up and the 
Fire Department report- 
ed that until its men in- 
serted a piece of pipe it was open at this point. 
Inspection of the standpipe system shortly after 
the fire, disclosed that all four of the six inch siamese 
connections were practically finished, but only one 
of these connections had been extended to the street 
and provided with the regulation siamese head; all 
of the other connections terminated in the building 
and were unplugged except for one in the basement. 

The cause of the fire could not be determined. It 
was first noticed from the street at 7.45 P.M. April 
13, 1927, that the scaffolding at about the 38th 
floor was ablaze. The Fire Department, not know- 
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ing of the existence of the standpipe siamese connec- 
tion, made connections to the 214 inch hose outlets 
of the standpipes on the first, second and third 
floors, but was unable at that time to send water to 
the upper portion of the building where it was need- 
ed, because of the open 8” pipe on the 22nd floor. 
The fire spread quickly throughout all of the scaf- 
folding surrounding the tower and to the readily 
inflammable material hoists on the building. 

The tower of the building extends over 500 feet 
high and it was_practically at the extreme of this 
height that water was needed. Theoretically under 
the conditions that existed, a pressure close to 300 
pounds per sq. in. would be required to force water 
to this height and yet have sufficient additional pres- 
sure to provide an effective hose stream. 

The Fire Department has expressed the opinion 
that they could have delivered water to the top of 
the building if the standpipe had been in proper 
working condition. They report that because of the 
uncapped connection on the 22nd floor it was im- 
possible to obtain or maintain the pressures re- 
quired. Operations were further hampered because 
of the lack of a suitable elevator or hoist to carry 
firemen and hose to the upper floors. 

The fire burned the material hoists, runways and 
scaffolding as far down as the 13th floor before it 
was extinguished. During the fire, firebrands and 
falling blazing timbers fell steadily upon the roofs 
of buildings within a radius of several blocks. The 
damage was confined chiefly to the exterior of the 
building except for the complete destruction of the 
elevator machinery at the top of the tower. The 
four inch brick facing in the court from the 13th 
floor to the top of the tower, as well as the terra 
cotta trim and window sills, were spalled and 
cracked by the heat or broken by falling timbers. 
Windows in this court had been glazed with heavy 
plain glass set in hollow metal frames and practical- 
ly every pane of glass was broken by the heat or fall- 
ing timbers. An ornamental terra cotta finished arch 
across the court at the 23rd floor level was damaged 
by a timber falling from above. At least three eight 
inch H-columns at the top of the tower, which had 
not yet been covered with fireproofing, buckled 
either because of heat or because of extra stress placed 
upon them when other diagonal members expanded. 
Estimates place the loss at about $200,000. 


CONCLUSION 


The practice of erecting large combustible hoist- 
ways, scaffolding or similar structures either within 
or on the outside of a building of such height, as is 
generally employed, with little thought to fire pre- 
ventative or fire extinguishing equipment, is deplor- 
able. Such structures are an extreme hazard not 
only to the building for which they were erected but 
also to other buildings in the immediate vicinity. At 
least the supporting members and enclosure of such 


structures should be of incombustible material and 
be protected by fire extinguishing equipment. 

Inflammable material piled upon the various 
floors, the more or less common use of open sala- 
manders and other portable fire heated appliances, 
and smoking by the workmen should be sufficient 
reasons to require some practical portable fire fight- 
ing apparatus and the maintenance of a fully en- 
closed elevator or hoist so that apparatus could be 
quickly sent to any point. It is a recognized and 
undisputed fact that the first few minutes are the all 
important ones in fire fighting and while a forty gal- 
lon portable chemical may be all that is necessary to 
extinguish a fire in its incipiency, it may require the 
best efforts of the Fire Department and its equip- 
ment to extinguish it later. “The effective operation 
of the Fire Department in tall buildings is dependent 
upon the standpipe system for extinguishing fires 
above the 7th or 8th floors, and the seriousness of 
neglect to install and maintain such systems in 
working operation is apparent. 

Columns at the top of the tower which were not 
protected by fireproofing material were damaged. 
Those which were protected by concrete were not 
affected and demonstrate the already conceded need 
of fireproofing the steelwork. Often it is found that 
all the structural steel in a building in course of con- 
struction has been protected, except for the main 
columns on the first floor, which are frequently left 
unprotected, as they are to be provided with some 
special and ornamental covering. It would seem a 
matter of safety at least to cover these columns by a 
suitable temporary fireproofing material until such 
time as they are ready to be protected permanently. 

‘The expense of the maintenance and operation of 
the Fire Department is borne by the tax payer and it 
would seem that the extra burden which would be 
caused by equipping the Fire Department with ap- 
paratus necessary to combat fires in the upper por- 
tions of tall buildings, is not just. A limit should 
be placed upon the height of buildings where the re- 
sponsibility for successfully combating fires would 
rest with the Fire Department equipment. In all 
buildings extending beyond this limit, the respon- 
sibility for adequately protecting such extra heights 
should be placed on the owner and builder. Build- 
ings in this class under construction should be pro- 
tected by equipment the equivalent of that required 
for the permanent installation. This would mean 
that not only should the standpipes be installed as 
the building progresses but that the fire pump or 
pumps must also be installed and an enclosed eleva- 
tor made accessible for Fire Department use. 

The city authorities should also consider the re- 
quirement of smoke-proof fire towers in multiple 
esidence and hotel buildings. It is as important that 
the occupants of multi-story residence buildings be 
provided with safe exitways, and firemen afforded 
safety zones, as in the case of business buildings. 
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The Be Neral Wore on the 
World’s Greatest Medical Center Is 
ANACONDA COPPER 


OWERING above Washington Heights, Purity is the measure of long life in copper. 


New York, the majestic buildings of 
the new $18,000,000 Medical Center will 
take their place as one of the architectural 
achievements of the century. 


To give permanent protection against the 
elements at the minimum upkeep expense, 
Anaconda Copper was selected for the 
sheet metal work including skylights, flash- 
ings, gutters and leaders. 


Anaconda Sheet Copper is guaranteed 
99.9% pure—yet it costs no more than good 
copper should. 


On all problems affecting the use of cop- 
per, brass and bronze, architects are invited 
to use the services of The American Brass 
Company’s mill-trained representatives per- 
manently located at the Company’s offices 
in the cities listed below. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 


New York . . . 25 Broadway Pittsburgh . . . Oliver Building Chicago . . 111 WestWashington St. 
Newark . . Military Park Bldg. Buftaloraeeiene 446 Military Road Kenosha. . . . 1420-63rd St. 

IBOStOn eae) 201 Devonshire St. Cincinnati . . . Dixie Term’! Bldg. St.Louis. . . . Planters Building 
Providence . . . 131 Dorrance St. Cleveland ... Union Trust Bldg. New Orleans . Hibernia Bank Bldg. 
Philadelphia. . . Widener Bldg. Detroit’. 23>.) 2 Gen. Motors Bldg. SanFrancisco . 116 New Montgomery St. 


Canadian Mill: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont. 


ANACONDA COPPER 
BRAS BRONZE 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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EVERYBODY'S BUSINESS 
By Froyp W. Parsons 


Many industries now pursue practices that are 
destructive to health. Eventually those who follow 
this road will find themselves at odds with public 
opinion and will be forced to reform their ways. No 
factor affecting the course of business exerts such 
power and is so hard to oppose as the common desire 
on the part of the average citizen to preserve his 
physical well-being. 

A growing appreciation of the necessity for 
moistening as well as heating indoor air in the cold 
months may likely force us to go back to warm-air 
heating in our homes and working places. It is dif- 
ficult to condition air properly at a reasonable cost 
in any other way. Likewise the illuminants of the 
next generation will be selected largely for hygienic 
reasons, and whether this is cold light produced by 
the electrically excited vapors of neon and nitrogen, 
or rays from a filament lamp in a special glass bulb 
which allows a desirable mixture of ultra-violet 
rays to pass through, the ultimate outcome will bea 
radical change in methods. 

Race betterment is only just now commencing in 
real earnest. In no other field of activity are the pos- 
sibilities so great. Our eyes are open to the folly of 
piling up dollars without storing health at the same 
time so as to perpetuate the ability to enjoy recrea- 
tion. Out of the million people who die in the 
United States every year, more than 800,000 suc- 
cumb to diseases that are preventable. It is in this 
thought where lies the threat to the architect who 
does not comprehend the situation. 

No matter what may be our vocation, it is essen- 
tial that we commence to think in terms of condi- 
tions 10 or 20 years from now. Cities like New 
York and Chicago are already worrying about 
measures to safeguard health in 1950. Chicago’s 
sewage and sanitation program calls for an expen- 
diture of $120,000,000. More than 225 sewage 
treatment projects are under way in our country. 

On every side we are commencing to feel the re- 
stricting influence of health measures on freedom of 
action. The job of supplying adequate sewage a 
few years hence will be such an enormous task that 
every gallon of water will be metered so as to reduce 
the per capita consumption. That this will save tens 
of millions of dollars is clearly evident from the fact 
that the individual in many cities now consumes 
275 gallons of water per day—at least twice as 
much as is necessary. 

Then there are the problems of light and noise. 
Having had to come indoors to earn our daily wage 
has placed a serious strain upon human eyes. Sev- 
enty per cent of our people have defective vision. 
Just as water consumption will be cut in half, the 


total wattage available per person for lighting will 
be doubled. convenience-outlets will be trebled and 
the filament lamp without a shade will be an oddity. 
Man is visual, and unlike many other animals, can- 
not depend on the sense of smell to guide him 
through life, and unfortunately, the misused eye 
does not protest in such forceful fashion as does the 
injured tooth. 

And as for noise, it is but a natural outcome of 
our present machine age. Devices are now available 
to use in measuring not only the amount of noise 
at any one point, but the intensity of the noise 
blanket that lies over an entire city. Busy corners 
in some of our large cities produce 50 units of noise 
which is enough to destroy half of our normal hear- 
ing. On top of a 30 or 40 story building at this 
same corner, the noise intensity will measure only 
10 or 15 units, and this means a loss of approxi- 
mately 10 or 15 per cent of hearing. Generally 
speaking, 100 units of noise is so deafening that it 
precludes a person hearing any other sounds. 

Noise not only affects health, but it causes a large 
loss to business through the distraction of attention. 
Riveting machines, sirens on fire engines, bells on 
ambulances and police patrols are all a source of 
expense to corporations. A noisy environment 
means the use of more energy in talking, while night 
noises cause a loss of sleep. Conversing on a railway 
train or in the subway requires an expenditure of 
more than 100 times as much energy as in a quiet 
room. 

It is for such reasons that present types of riveting 
machines and other noise producers wild be banned 
completely. Architects in designing buildings will 
no more think of neglecting to consider sound- 
absorbing measures and devices than they will pro- 
visions for adequate supplies of heat and water. 
Street and subway cars will have noiseless wheels 
and coupling connections, and in office and factory, 
every machine from typewriter to drill will operate 
in comparative silence. Interior surfaces will be 
covered with materials having sound-absorption 
qualities. In the silent workshop the covering ma- 
terial will have not only a high absorption coeffi- 
cient, but will be so designed with indentations or 
folds that there will be more than a normal absorb- 
ing area. Such rooms will be “‘flat’’ or ‘‘dead,” 
while in auditoriums, churches and theatres, the aim 
will be to preserve rather than eliminate resonance. 
Noise will be attacked both from the point of origin 
and the point of absorption. As a result office rou- 
tine will be accelerated, human energy conserved, 
costly mistakes reduced and the human body re- 
leased from its present use as a sound shock absorber. 
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( jFO. C. Nimmons & Com- 
pany were so well pleased 
with the bond on the Sears- 
Roebuck Building, Kansas City, 
that, when the matter of mor- 
tar cement for the Atlanta 
Sears-Roebuck Building came 
up, it was just a case of arrang- 
ing to have Carney Cement 
on the job at the time the 
masons started work. 


fee sSARNEY COMPANY 


Cement Makers Since 1883 
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SEARS-ROEBUCK & COMPANY BUILDING 


Kansas City, Missouri | 


Architects—Gro. C. Nrimmons & Co. 
Contractor—B-W Construction Co. 


Carney Cement was used for all the brick and tile mortar in this project. 


REPRODUCED FROM THE ORIGINAL RENDERING THROUGH 
THE COURTESY OF GEO. C. NIMMONS & CO. 
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Specifications: 
1 part Carney Cement to 3 or 4 parts 
sand depending upon quality of sand. 
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THES LAW. 2AS: LOvARGCHITEECTURE 
By Curmton H. Brake Jr., of the New York Bar 


AN architect recently wrote me the following 
letter: 

“‘Some three years or so ago, a local board made a contract 
with an architect for additions to a building, part of which was 
erected at that time and the balance at some later time; the plans 
being prepared for the entire scheme. The time has now arrived 
for consideration of the work of the final unit, but due to 
changed conditions the work now contemplated is to be com- 
pletely changed from the original plans and the plans as at that 
time made are entirely useless. There was a contract made at 
the time between the architect and the board specifying that the 
second part of the program would be delayed until a suitable 
time, but that a payment of two-fifths of his commission 
would be made for the plans of the uncompleted portion. 

“The original portion of the scheme was built as planned, 
but the services of the architect were far from satisfactory and 
four out of the five members of the board are absolutely opposed 
to completing the work with the same architect. The attorney 
who has been advising this board says that because a payment 
of this two-fifths has been made the board are tied up with the 
architect for any work which may be done in connection with 
this second unit, notwithstanding that the proposed building is 
to be entirely different from the plans as made. His opinion is 
that the architect must give a waiver to the board before they 
can proceed on the new work with a new architect, and if such 
waiver cannot be obtained then they have to continue with his 
services. 

“Another attorney, who is supposed to know something 
about such cases, gives his opinion that because this architect has 
already been paid for his plans according to his contract and 
that the proposed new unit is entirely different from his original 
scheme, so that such plans are not possible of use, it automati- 
cally cancels the contract; especially as the services of such archi- 
tect were not satisfactory. If the original scheme had not been 
revised and the work now contemplated was to be as originally 
planned then there might be some point to the argument that 
the board were tied up under the original contract even although 
his former services were unsatisfactory.”’ 

The above letter raises an interesting question. 
The contract in the case referred to, as I understand 
it, provided, in effect, that the architect originally 
appointed was employed to carry through the work 
to the completion thereof. The only modification as 
to this was the proviso that, on the portion of the 
work which was not carried to completion at the 
time the plans were prepared but was left for future 
attention, he should receive at the time but two- 
fifths of his fee. This two-fifths was paid. 

The contract did not provide, I understand, for 
the dismissal of the architect or give to the owner 
specifically any right to terminate the architect's 
employment, upon agreed terms at any point in the 
building operation. 

Under these conditions, we have presented to us 
the problem of what the rights of the architect may 
be, where he is employed to carry through a job 
to completion and paid a portion of his fee, with the 
understanding, in effect, that the balance will be 
paid, when and if the final unit on the job is pro- 
ceeded with. Can the architect in such a case be dis- 
missed, if the owner desires to employ another? It 
is clear that, unless there are special circumstances, 


if 


an architect so employed is entitled to the rights 
given him under the contract of employment, and 
that the owner cannot dismiss him, before the com- 
pletion of the work and have the work completed 
by another, unless he makes a proper adjustment 
of the claim of the first architect. The question here 
is largely whether this general rule should be modi- 
fied, by reason of the fact that the owner has de- 
cided to change entirely the scheme for the final unit 
and will not therefore make use of the plans pre- 
pared for it by the architect whom he first employed. 
If he were to go ahead and use these plans, clearly, 
he would be under obligation to reimburse the archi- 
tect. If he does not use the plans, however, and has 
an entirely new scheme developed by another archi- 
tect, is he relieved from his obligation to make pay- 
ment to the first architect for the unpaid balance on 
account of his fee? 

The case is an unusual one, comparatively speak- 
ing. In my view of the matter and on my under- 
standing of the facts, however, I believe that the 
owner is not justified in proceeding with another 
architect, without paying the first architect the final 
three-fifths of his fee on the new unit. This three- 
fifths will not become payable, unless this new unit 
is proceeded with. When, however, it is proceeded 
with, the owner should, as I see it, do one of two 
things—either have the work carried out in accord- 
ance with the plans originally prepared and pay the 
original architect his three-fifths commission, or else, 
at the least, if he is going to proceed with the new 
architect, pay the first architect the three-fifths, less 
what it would have cost him to supervise the erec- 
tion of the last unit. : 

The owner should not be allowed; and in my 
opinion, the court would not allow him, to disre- 
gard the rights which the first architect has acquired 
under his contract and refuse payment of any part 
of the three-fifths balance, on the ground that the 
plans, on account of which this three-fifths payment 
is due, are not to be used but are to be disregarded. 
The architect has, under a special arrangement, 
agreed to hold up the payment of three-fifths of his 
fee on account of them, until the work is proceeded 
with. He has not agreed, however, that the owner, 
by having other plans made, may be relieved of all 
obligation to pay the three-fifths balance due him 
after the job is completed. The only limitation to 
which he has agreed is the holding up of the pay- 
ment, until the last unit is proceeded with. If this 
is proceeded with, whether it be under his plans or 
the plans of another, he is entitled to a payment for 
the work which he has done in connection with it. 

‘The case does not differ in its fundamentals from 
the situation which would be presented if an archi- 
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Milcor “Titelock” Spanish Metal Tile 


SAFE, CHARMING 
INTERIORS, TOO! 


RIVING torrents of rain and sleet cannot penetrate a roof 
of Milcor Titelock Metal Tile. Even lightning is rendered 
powerless, as this staunch armor shunts lightning down 

the rain spouts harmlessly to the ground. Made of metal, Milcor 
Metal Tile offers no feeding place for sparks. Light in weight, it 
ALL MILCOR _ doesnot require heavy, expensive roof construction to supportit. 
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metal building products, sign and mail the coupon below 
or drop us a line. It will not obligate you in the least. 


Plastering on Milcor Metal Lath 
insures firesafe walls and ceilings, 
unblemished by cracks or dust 
streaks, and safe from rust. 


MitwaAuKEE CorruGATING Company, Milwaukee, Wis. 
Chciago, Ill. Kansas City, Mo. La Crosse, Wis. 
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MILWAUKEE CORRUGATING CO., 
Milwaukee, Wis. 
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“WViodern Modes in Better Plastering” and “Safe Roofs.” 
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tect prepared plans for a new building and agreed 
to withhold his charge for them until the work was 
proceeded with, and the owner told him he did not 
desire the plans and had the work done under plans 
prepared by another architect. There can be no ques- 
tion, I think, that under such conditions the archi- 
tect who first prepared the plans would then be en- 
titled to his compensation. The present case would 
seem to be even stronger in some particulars, in that 
the contract appears to have definitely provided that 
the first architect should be the architect of the work, 
if and when it was proceeded with. 

In a subsequent letter from my correspondent in 
this matter, the following statement is made: 

“TI am given to understand that no provision was made for 
additional payments in connection with possible changes, so 
that if he (the original architect) were actually given the work 
for the new scheme, he would be expected to prepare plans and 
give full service for the three-fifths commission still due.”’ 

It does not necessarily follow that, because the 
contract did not provide for extra payment for 
changes, the architect would be bound to make any 
changes called for, including an entirely new scheme, 
on payment to him of the balance of the original fee 
originally agreed upon. Such a construction would 
not, I believe, be given to the contract. He has done 
all that he is called upon to do, when he has pre- 
pared the complete plans for the final unit, except 
such services as he may be called upon to give in the 
way of supervision. 

If the owner decides to adopt a new scheme and 
desires new plans, and the first architect were re- 
quested to prepare them, he would be entitled, I 
believe, to additional compensation for so doing, 
in the absence of a specific provision in his contract 
to the effect that his fee should include and cover all 
such changes and revisions as the client might re- 
quest. If his contract is so worded as to make it in- 
cumbent upon him to make changes of this kind, 
without additional compensation, then and in that 
event, if a new architect be substituted, the first 
architect should be entitled to recover only the dif- 
ference between the three-fifths balance of his fee 
and what it would cost him, not only to supervise 
the work, but to prepare changed plans therefor, in 
accordance with the newly.adopted scheme. 

I cannot believe, however, that the contract can 
be so worded as to call for this conclusion. While 


16 


there have been cases where architects have agreed 
that their fees shall cover all such changes as the 
owner may require, it is an exceptional case where 
an architect will be foolish enough to enter into 
such a contract. To do so is to deliberately put his 
head into a noose held by the client and to place 
himself at the latter’s mercy and subject to any ca- 
price on the part of the client. No architect can afford 
to do this and no client, as a business proposition, 
should expect him to do it. 


LEGAL DECISION 


The architects entered into an agreement with a 
Union Free School District in New York State, 
whereby the architects were to furnish plans and 
specifications for the construction of school build- 
ings and the School District voted an appropriation 
of $125,000 to cover the cost. The architects esti- 
mated the cost to be $95,000. When bids were re- 
ceived, the lowest bid was 47 per cent higher than 
this cost estimate. The School District abandoned 
the project, and the architects sued to recover their 
fee. The court held that the School district might, 
under the provisions of Section 310 of the New 
York Education Law, contract with the architects 
for their services, but that the architects were bound 


and assumed to know that their right of recovery _ 


must be contingent upon the cost coming within the 
appropriation voted, pursuant to the provisions of 
Section 314 of the Education Law; that, in view of 
the fact that the lowest bid was nearly fifty per cent 
higher than the architects’ estimate and in excess of 
the $125,000 appropriated, the District was justi- 
fied in abandoning the project without liability to 
the architects, except for the preliminary studies. 

With respect to the preliminary studies, the court 
held that the architects were entitled to recover, that 
the preliminary studies were necessary to enable the 
Board to secure estimates of cost and that the archi- 
tects might recover for the proportion of their fee 
due for preliminary studies, accordingly, notwith- 
standing the ruling of the court with respect to the 
balance of their fee and the liability of the District 
with respect to the project itself. 


Pierce v. Board of Education, 125 Misc. 589 
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IN METAL WORKING 


These great bronze doors, of which 
Ghiberti himself might well have 
been proud, close the impressive 
entrance to the First National Bank 
of Kansas City. They were executed 
by Art Metal for Wight & Wight, 
Architects, who planned the build- 
ing. The same motif has been car- 
ried out in the interior, which is 


entirely equipped with Art Metal. 


~ RIVALING THE CRAFTSMANSHIP 
OF GHIBERTI 


How Art Metal, in a few months, 
can rival a masterpiece that re- 


quired a quarter-century 


N 1403, Lorenzo Ghiberti was com- 
missioned to make the doors for 
the famous Baptistery in Florence. 

Twenty-one years later, the doors were 
put in place. 

Those doors were veritable poems in bronze. Into 
their making, the great Florentine metal worker had 
put the best of his skill and artistry. And they stand 
‘today, a monument to his craftsmanship.* 

Methods have changed in 500 years. Modern proc- 
esses of manufacture now make it possible for Art 
Metal to produce fine bronze doors in a month or 
two. And these doors will rival those of Ghiberti, 


*The great main doors are Ghiberti’s work. 
A less ornate pair at the South Entrance 
were made nearly a century earlier by 
Andrea Pisano. But they are embellished 


for into their making has gone the 
same love of fine work that inspired 
the Renaissance master. 

Every piece of Art Metal work is made 
with the same skill and care. In bronze 
work, especially, it is a company tradi- 
tion to cast, polish and hand-chase each 
piece as if for a museum exhibit. 

This high artistry and attention to 
detail — coupled with unusual produc- 
tion facilities —is particularly valuable to architects. 
It means that they are assured of exactly the effect 
they wish to obtain from the metal work they specify; 
that they are assured of uniform high quality; and 
that they are assured of prompt delivery. 

The Art Metal line covers every possible need in 
interior architectural metal equipment. Our experi- 
ence and facilities are at your command. 


by a Ghiberti frieze, erected in 1456 
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BRONZE AND STEEL 


INTERIOR EQUIPMENT FOR BANKS, 


Are Mata 


NEW YORK 
LIBRARIES AND 


PUBLIC BUILDINGS:::‘HOLLOW METAL DOORS AND TRIM 
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MANHATTAN, THE MAGICAL ISLAND 


Gwen a good lens, an unusual ability as an artist 
photographer, and well trained knowledge of what 
constitutes good architecture, and even sordid Man- 
hattan may be made to look like a magical island. 
Ben Judah Lubschez has achieved an important re- 
sult. In fact, he has in his series of views of New 
York as it may be seen today, made an invaluable 
contribution to the artistic possibilities of photog- 
raphy, but best of all, created an historical record 
that is better than we have ever seen in one volume, 
and one that it will be difficult to surpass. 

In every one of the magnificent pictures that Mr. 
Lubschez has included in this work, the keen ob- 
server will be impressed by the artistic skill dis- 
played. ‘The subtleties of good ‘‘values,”’ the struc- 
tural qualities of good composition, and the poetic 
sense of atmosphere are all shown in Mr. Lubschez’s 
work with a camera. The word photograph takes 
on a new meaning when one examines the pictures 
in Mr. Lubschez’s book. The only lacking quality 
that a painter would supply is color, as generally 
understood. But color as used in the proper sense, 
is but a relative term, and there may be as good 
suggestion of color in a monotone as in the most 
colorful canvas. 

It is only an architect that could produce a book 
to equal this one. Every picture shows the quiet 
refinement of the point of view. And each one a 
patient waiting for that one moment in the round of 
daylight hours when the view could be successfully 
photographed. Many years spent as an amateur 
photographer have taught us many things about 
picture making with a camera. And we recall an 
incident, the recollection coming first to mind on 
looking over Manhattan, the Magical Island. We 
were out one day with the camera, when we chanced 
on a man whose camera was set all ready for the ex- 
posure. We hailed him as a brother photographer, 
commended his fine choice of subject and asked if he 
had made the exposure. ‘‘No,”’ said he, looking at 
his watch, “‘it’s not quite ready yet.’’ He told me 
he had spent almost an entire day studying the sub- 
ject and that there was but a few minutes when it 
was just right. He was waiting for that exact mo- 
ment. ‘That is the essence of picture making with 
a camera. And Mr. Lubschez has learned that fact 
and shows it in every one of his pictures. 

The book is 9 x 12 inches, bound in full cloth 
with gilt title, and contains a well written prelude. 
There are 108 pictures. It is not alone a book to 
interest the picture lover and those who make photo- 
graphs but it has an architectural value that is very 
large. In its present make-up it may grace the li- 
brary table, become a textbook in photographic 
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work, but most important of all, an architectural 
expression of all that is best in the architecture of 
Manhattan, the Magical Island. 

The price of the book is $15.00 and it is pub- 
lished by the press of The American Institute of 


Architects. 
2 


AN OUTLINE OF CAREERS 


W: have received for review a book bearing the 
above title. It seeks to be a practical guide to achieve- 
ment. The contents are a series of articles by thirty- 
eight men, eminent in as many walks in life, in 
which each has achieved distinction,—or success,— 
in the chosen fields. The entire series of articles, 
while not perhaps, as the editor claims, reliable as a 
means of vocational guidance, are extremely inter- 
esting reading. “The young man who seeks to find 
a future course in life will find here a mass of sug- 
gestion that will, by reason of its diversity, leave 
him in an attitude of indecision. 

The editor states in his introduction that it is 
evident that there are hundreds of thousands of 
young men and women who have no one to whom 
to go for any valuable disinterested information, or 
who have no near relations through whose acquaint- 
ance they may go for inside information. There 
are many ‘‘misfits’’ in every walk in life. The truth 
of this is in no better way shown than in the pro- 
fession of architecture. Many young men in archi- 
tectural schools are striving to fit themselves as archi- 
tects. If they would in many instances seek to per- 
fect themselves in the arts and crafts allied to archi- 
tecture, they could regard the future with more cer- 
tainty of success. It is the “‘white collar’’ job that 
appeals today, and fitness for a selected profession 
often receives but scant investigation. 

The thirty-eight men, successful in as many dif- 
ferent walks of life, setting forth as they do in this 
work an account of their progress, are of course men 
who have, at the very start, entered the field to 
which they were best fitted. Elbert Hubbard wrote, 
“Blessed is that man who has found his work.” 
That is exactly true. The thing is to find it. It 
may help to know how so many men have found 
theirs, but the young man or woman, who seriously 
seeks guidance in the selection of a life’s work, is 
more often the poorest judge of the proper course. 
Perhaps this book will help them. In a sense per- 
haps, it will, but the real test of fitness is the com- 
mon sense attitude that leads to a right conclusion. 


An Outline of Careers. A practical guide to achievement by 
hirty-erght eminent Americans. Edited by Edward L. Bernays. 
Full cloth, 430 pp. Size 6 x 9 inches. New York. George H. 
Doran Company. Price $5.00. 


June 20, 1927 


eth Ee VERO ANS SAR CHT ECT 


Cc 
Pp 


o help your client 


Co Move disc im circle far 
% various complimentary colors . 
¥ —, ‘S < 


ut O, 
wot COMBINATIONS.© 


+>, nt 


opyrighted 1926. 
at. Applied For 


Select ite (olor 


ae first thought to impress upon your client's 
mind is that a home worth painting deserves 
good paint. The thrifty Dutch have a proverb 
which reads, ‘‘Good Paint Costs Nothing’’—the 
protection which it affords is greater than its 
cost; quite true. 

Now you ate faced with the problem of decid- 
ing upon a color scheme which will reflect good 
taste and credit upon you. 

The Pee Gee Color Selectors will do in a few 
moments for you and your client what ordina- 
rily might require hours. Fifteen groups of com- 
plementary colors—eacha complete color scheme 
—are available on both selectors by simply turn- 
ing the dial. Selectors are pocket size and may be 
had for the asking. 

Good paint—Pee Gee; they are synonymous, and 
have been since 1867. No better quality is made. 


Peaslee-Gaulbert 


LOUISVILLE - ATLANTA 


Comr ncorporated 


DALLAS 


. 


HOUSTON 
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Pee Gee Mastic Paint 


For home exteriors. Retains 
its luster long after inferior 
paints have gone dead. Eco- 
nomical because ofits great 
covering capacity and un- 
usual durability. 


Pee Gee China Enamel 


With charming effect Pee 
Gee China Enamel Gloss 
White is used on doors, 
stairways, pillars, wainscot- 
ing, and allinterior or ex- 
terior woodwork. It gives 
a smooth hard, brilliant fin- 
ish that does not yellow with 
age. Also made in various 
tints and eggshell finish. 


Pee Gee Flatkoatt 


Beautifies the walls and 
ceilings of the home. Made 
in a rich range of shades 
to match any decorative 
scheme. Durable and sani- 
tary, this oil paint dries with 
a flat, smooth, velvety fin- 
ish. Various decorative 
effects are easily produced. 
Easily and quickly cleaned. 
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JAMES R. MARSHALL DEAD 


James R. MARSHALL, F.A.I.A., of the architectural 
firm of Hornblower & Marshall, died at his home 
at Washington, D. C., on June 2nd. He was sev- 
enty-six years old. 

Mr. Marshall was born in Carlisle, Pa., and edu- 
cated at Rutgers College. He was in the office of the 
‘Treasury Department's supervising architect from 
1871 to 1883, and then formed the firm of Horn- 
blower 6 Marshall with the late Joseph C. Horn- 
blower. The partnership continued until Mr. 
Hornblower’s death. In recent years he had made 
his home in Washington with his brother, Dr. Col- 
lins Marshall. He was a bachelor. 

Besides the National Museum, Mr. Marshall also 
designed the Army and Navy Club in Washington, 
and the United States Customs House in Baltimore. 
He specialized, however, in residences. He was a 
member of the Cosmos, Chevy Chase and Army 
end Navy Clubs, a Fellow of The American Insti- 
tute of Architects and a member of the Chi Phi 
Fraternity. 


e7en) 
MARTIN ROCHE, F.A.I.A., DEAD 


Maar ROCHE, last original member of the ar- 
chitectural firm of Holabird & Roche, famous as the 
originators of the skeleton skyscraper type of office 
building, died of pneumonia at his home in Chi- 
cago. 

Mr. Roche would have been 74 years old next 
August. He was born in Ohio and was brought to 
Chicago as a boy. He was educated in the public 
schools there and when a young man entered the 
offices of W. L. B. Jenney. It was there chiefly that 
he learned his profession. 

Mr. Roche was a Fellow of ‘The American In- 
stitute of Architects. In 1917 he was appointed a 
member of the Board of Art Advisers of Illinois by 
Governor Lowden. He was a bachelor and a mem- 
ber of the leading local clubs. : 
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JAMES HARRISON STEEDMAN TRAVELING 
FELLOWSHIP IN ARCHITECTURE 


The award of the Steedman Fellowship in Archi- 
tecture has been made for the first time since its 
foundation March 29, 1927. 

This Fellowship was established in memory of 
the late James Harrison Steedman, a distinguished 
engineer, who lost his life in the Great War. — Its 
foundation is due to the generosity of his widow, of 
Mexico City, Mexico, and of his brother, George F. 
Steedman, of St. Louis, Mo. 

The judgment of the submitted drawings was 
held recently in the Washington University School 
of Architecture, St. Louis, Mo. The jury was com- 
posed of three architects chosen among members of 
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the profession in St. Louis and elsewhere, and con- 
sisted of Leon Arnal, Professor of Design in the De- 
partment of Architecture, University of Minnesota, 
Minneapolis, Minn.; Samuel H. Allen, of the firm 
of Ewald & Allen, St. Louis, Mo., and Angelo B. 
M. Corrubia, architect, also of St. Louis. 

Arthur B. Gallion, a graduate of the University 
of Illinois, was awarded the 1927 Fellowship, and 
the second Fellowship, withheld last year but now 
available, was given to Paul J. Saunders, a graduate 
of Washington University. 
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PRIX DE ROME AWARD 


The Prix de Rome Fellowship in Architecture for 
1927 has been awarded to Homer Fay Pfeiffer, a 
graduate of the Yale School-of Fine Arts, class of 
'26, now employed in the office of Walker © Gil- 
lette, architects. His design for a Museum of Fine 
Arts in a Small City was selected by a jury of six. 

The Prix de Rome Fellowship entitles’the win- 
ner to three years’ study abroad at the American 
Academy in Rome and to living and traveling ex- 
penses. The total estimated value of the award is 
$7,000. This includes $1,300 in cash each year, 
together with residence and studio. 

Mr. Pfeiffer is 29 years old. His home is in Kan- 
sas City, although he presently is employed in New 
York City. He is the third Yale man this year to 
win a Prix de Rome Fellowship. The other two 
were Dunbar Beck and George Snowden, who took 
the fellowships in painting and sculpture respec- 
tively. Bi 


APARTMENT HOUSE DESIGN 


Ws: shall have to radically revise our ideas as to 
just how a typical apartment house looks. Unless 
we are careful we shall overlook the modest six 
story structure shown in Atlantic Terra Cotta for 
May, the excellent house organ of the Atlantic Terra 
Cotta Company, in our amazement at the towering 
height of the Ritz Tower, also shown in the May 
issue. 

In New York, commercialism seems determined 
to crowd the domestic structures out of certain sec- 
tions. And, as if defying this policy, owners are 
erecting the towering apartment house hotels as bul- 
warks of defense. Now that architects are compelled, 
when they build their apartment houses to unusual 
heights, to heed the mandates of codes and building 
restrictions, the visitor to New York will find it 
difficult to differentiate the apartment house from 
the equally high office building or ‘‘tower.”’ 

Atlantic Terra Cotta for May presents a number 
of the recent tall types of apartment houses and a 
few of the earlier—and comparatively recent types. 
This interesting publication may be had for the 
asking, by addressing The Atlantic Terra Cotta 
Company, 19 West Forty-fourth Street, New York. 
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He is bound to do 
a better job— 


Plastering or masonry can be no better than the mate- 
rials used. 


4Fbes, 


ale ee When you see a journeyman using hydrated lime from a 
Se Blue Bag, he is bound to do a better and faster job. 
He has lime that matches his skill and speed in every partic- 


ular—whiteness, purity, plasticity, smoothness, fineness 
and uniformity. 


Blue Bag finishing hydrated lime is ‘‘Quality from Stone to 
Finish.’’ There is a building supply dealer in your territory 
who handles a Blue Bag brand. 


The Woodville Lime Products Co. 
Toledo, Ohio. 


CAVA SUMMA TAAMVAAT CRA 


| (old Medal 
“While TO FINISH 
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Audubon High School, Audubon, N. J. Architects, Arnold H. Moses & Walter C. Mayo, Camden, N, J. 


General Contractor, George H. Evans Co., Philadelphia 


Permanent Protection Plus Economy 


Between what is expensive without propor- 
tionate advantage and what is inexpensive 
without permanent value there is a happy 
point where the scales of judgment strike a 
balance of proved economy with enduring 
satisfaction. 


The construction economy of Cinder Con- 
crete Building Units is the direct product of 
their cellular character, which makes possible 
lightness in weight, an additional largeness 
in size and the advantages of direct plaster- 
ing and nailing of grounds and interior trim. 


These economies are balanced with perma- 
ence in the completed building. Absence of 
decay and resistance to the most severe cli- 
matic conditions are characteristics of Cinder 


Block and Cinder Tile. To this should be 
added the advantages of heat insulation and 
sound absorption. 


Permanent protection plus° economy are fac- 
tors of particular importance in the con- 
struction of schools. Health, comfort and 
safety are insured by walls of Cinder Con- 
crete Building Units—and obtained at a 
very low first cost. 


The Audubon High School, illustrated here, 
is an example of the large number of school 
buildings erected with this material through- 
out the country. The Cinder Block and 
Cinder Tile are being supplied by eighty 
plants operating under the Straub and Bo 
Patents in United States and Canada. 


Detailed information regarding the characteristics of 
the material will be sent immediately upon request 


CINDER CONCRETE BUILDING UNITS 


Manufactured under Straub and Bo Patents 


Address all inquiries to Department M 
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Indianapolis 
Buildings that are 
equipped with Richards- 
Wilcox Elevator Door Hardware 


enter the Responsibility 


Standardize elevator door equipment with Richards-Wilcox hardware— 

closers, checks, hangers and mechanical, electro-mechanical or electric safety 

interlocks. Unit Control puts the responsibility in one place—and lowers 
"A Hanger for any Door that Slides. 


casualty insurance rates. 
; (0. 
AURORA, ILLINOIS, U.S.A. 


‘New York Boston Philadelphia Cleveland Cincinnati Indianapolis St.Louis New Orleans 
Chicago Minneapolis Kansas City Los Angeles SanFrancisco Omaha Seattle Detroit 


Montreal - RICHARDS-WILCOX CANADIAN CO.,LTD., LONDON, ONT. +. Winnipeg 
f most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Write for complete data for your files 


Richards-Wilcox Mf 


Specifications o 


Page 23 


+ 


Page 24 


THE AMERICAN ARCHITECT 


REFERENCE LIST OF BUSINESS LITERATURE 


A Service arranged for the use of the Architect, Specification Writer 
and Architect Engineer 


HIS list of the more important business literature of Manufacturers of building material and equipment is 


published each issue. 


Any of these publications may be had without charge, unless otherwise noted, by 


applying to The American Architect, 239 West 39th Street, New York, or obtained directly from the manufac- 


turers. 


Either the titles or the numbers may be used in ordering. 


Arranged according to the Standard Construction Classification adopted by the American Institute of Architects. 


PREPARATION OF SITE. 

EXCAVATION. ’ 
Masonry MATERIALS. 

CONCRETE AND MONOLITHIC CONSTRUCTION. 
Brick Work. 

FouNDATIONS. 

WATERPROOFING AND DAMPPROOFING. 
STONE WorRK. 

ARCHITECTURAL TERRA COTTA. 

BLock CONSTRUCTION. 

PAVING. 

ROOFING, SHEET METAL AND SKYLIGHTS. 
STRUCTURAL STEEL AND IRON. 
MISCELLANEOUS STEEL AND JRON. 


— 
ALOR ASO oY AUpwW Ym 


OF METALS. 
16. FIRE ResistTING Doors, WINDOWS, AND TRIM. 
17. SPECIAL Doors AND WINDOWS. 
18. VAULTS AND SAFES. 
19. CARPENTRY. 
20. FURRING AND LATHING. 
21. PLASTERING. 
22. MARBLE AND SLATE. 


1. PREPARATION OF SITE 
2 EXCAVATION 


3. MASONRY MATERIALS 


The Carney Co., Mankato, Minn. 


1134. Architects’ and Engineers’ Specifications for use of Carney in 
brick, tile and terra cotta, mortar, A. I. A. File No. 3a4. Specifi- 
cations for mortar and colored mortar and report of test. One page 
size, 84 x10%in. Booklet ‘‘ What twelve men said about Carney.” 
Testimonials from architects and contractors who have used Carney 
in mortar. 20 pp. Illustrated. Size, 844 x 11 in. 


The General Fireproof Building Products, Youngstown, Ohio. 


941. Fireproofing Handbook. 64pp. Size, 8}4x11lin. Illustrated. 
Gives methods of construction, specifications, data on Herringbone 
metal lath, steel tile, Trussit solid partitions, steel lumber, self- 
centering formless concrete construction. 


942. Hardening and Dustproofing New or Old Cement Floors. Gives 
methods for both metallic and chemical hardening. Form A-541. 


Kosmos Portland Cement Co., Louisville, Ky. 


877%. Kosmortar. A Mason's Cement. A circular describing the 
properties of this material, tests of strength and directions for its 
use. Spp. Illustrated. Size, 3}4 x 8X in. 


Loulsville Cement Co., Inc., Louisville, Ky. 


311. Brixment, the Perfect Mortar. The reading of this little book 
gives one a feeling that definite valuable information has been 
acquired about one of the oldest building materials. Modern science 
has given the mason a strong water-resisting mortar with the desir- 
able ‘‘feel’’ of the best rich lime mortar. 16 pp. Illustrated, in 
colors. Size, 544 x 73 in. 

694. Brixment for Perfect Mortar. A description of the chemical 
and physical properties of Brixment, advantages of its use in mor- 
tars for brick and stone masonry, tests of strength and directions 
for use. In cover for filing. 16 pp. Illustrated. Size, 84 x 11 in. 


4. CONCRETE AND MONOLITHIC CONSTRUCTION 


Cement-Gun Company, Inc., Allentown, Pa. 


1030. Gunite Bulletins. A series of bulletins describing the adapt- 
ability of gunite, cement-gun product, for a wide range of con- 
oie core and replacement work of all kinds. Illustrated. Size, 

x in, 


Concrete Engineering Co., Omaha, Neb. 

347. Handbook of Fireproof Construction. An illustrated treatise on 
the design and construction of reinforced concrete floors with and 
without suspended ceilings. The Meyer Steel-form Construction 
is emphasized and tables are given of safe loads for ribbed concrete 
floors. 40 pp. Illustrated. Size, 834 x 11 in. 


Concrete Steel Co., 42 Broadway, New York City. 

1196. Havemeyer Bars and Building Products. Complete descrip- 
tion of various products made by this company for use in all types 
of reinforced concrete construction and fireproof buildings. Specifi- 
cations for the use of these materials are included. An informative 
booklet for filing. 40 pp. Illustrated. Size, 834 x 11 in. 


ORNAMENTAL METAL WoRK AND PHYSICAL PROPERTIES 


23. FLoor AND WALL TILE LINOLEUM AND ACCEs- 
SORIES. 

24. PLastic FLoors. 

25. PAINT, PAINTING AND FINISHING. 

26. GLASS AND GLAZING. 

27. HARDWARE. 

28. FURNISHINGS. 

29. PLUMBING. 

30. HEATING AND VENTILATING. 

31. ELECTRICAL WoRK. 

32. REFRIGERATION. 

33. ELEVATORS. 

34. POWER PLANT. 

35. EQUIPMENT, STATIONARY. 

36. CONSTRUCTION PLANT. 

37. INSULATION. 

38. LANDSCAPE. 

39. ACOUSTICS. 

40. REGULATIONS. 


I PLans AND DEsIGNs. 
II GENERAL CATALOGS. 
III FINANCING OF ENTERPRISES. 


Mitchell-Tappen Company, 16 John St., New York, N. Y. 


257. Booklet 20 on Standardized Metal Caging. Description of 
various ways of reinforcing the concrete fireproofing on structural 
steel work, with particular reference to Standardized Metal Caging. 


Portland Cement Association, 347 Madison Ave., New York City. 

595. Concrete Floors—Proposed Standard Specifications of the Amer- 
ican Concrete Institute. Specifications with explanatory notes 
covering materials, proportions, mixing and curing. Plain and 
reinforced slabs are covered as well as one and two course floors and 
wearing courses. 18 pp. Size, 6 x 9 in. 

636. Concrete Data for Engineers and Architects, A valuable booklet 
containing the reports of the Structural Materials Research Labo- 
ratories at Lewis Institute, Chicago, in abbreviated form. It is of 
great value to writers of specifications. 18 pp. Illustrated. 
Size, 844 x 11 in. . 


5. BRICK WORK 


American Face Brick Association, 
Chicago, Ill. 

1156. Architectural Details in Brickwork. Series One, two and three. 
Each series consists of an indexed folder case to fit standard letter 
file, containing between 30 and 40 halftones in brown ink on fine 
quality paper. These collections are inspiring aids to all designers. 
Sent free to architects who apply on their office stationery; to 
others, 50 cents for each series. Size, 834 x 11 in. 


1157. English Precedent for Modern Brickwork. A book of plates and 
measured drawings of Tudor and Gothic brickwork with a few 
recent variations of modern architects in the spirit of the old work. 
Price, $2.00. 100 pp. Illustrated. Size, 834 x 11 in. 


1158. Brickwork in Italy. An attractive and useful volume on the 
history and use of brick in Italy from ancient to modern times, 
profusely illustrated with 69 line drawings, 300 halftones and 20 
colored plates with a map of modern and XII century Italy. Bound 
in linen. Sent postpaid upon receipt of $6.00. Half Morocco, $7.00. 
298 pp. Size, 744 x 10} in. 


1250. Industrial Buildings and Housing. The planning of the 
modern manufacturer’s monument—his factory—is treated in de- 
tail. Suggestions are given for interior arrangements, including 
restaurants and rest rooms. Price, $2.00. 112 pp. Illustrated. 
Size, 844 x 11 in. 


The Common Brick Manufacturers’ Association of America, 
Guarantee Title Bldg., Cleveland, O. 


1011. Skintled Brickwork. A valuable brochure illustrating the 
effects secured by skintled brickwork made of common brick. 
Close-up views showing working details and general illustrations. 
Price 15 cents. 16 pp. Illustrated. Size, 84% x 11 in. 

1012. Hollow Walls of Brick. A booklet containing general illus- 


trations, detail methods and insulation qualities of hollow walls of 
brick. 24 pp. Illustrated. Size, 834 x 11 in. 


6. FOUNDATIONS 


Raymond Concrete Pile Co., 140 Cedar St., New York City. 


156. Raymond Concrete Ptles—Spectal Concrete Work. A booklet 
with data concerning the scope of the Raymond Concrete Pile Co., 
for special concrete work. It classifies piles, showing by illustra- 
tion, text and drawings, the relative value of special shape and 
manufacture of piles. ‘It gives formulae for working loads, and 
relative economy. Size, 844 x 1144. 60 pp. 


1754 Peoples Life Bldg., 
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W. WARD WILLIAMS, member of the 
A.I.A., Pittsburgh Chapter, and prom- 
inent among Pittsburgh architects. 
Mr. Williams has designed many of 
the churches, schools and club houses 
throughout Western Pennsylvania. 


| Fireproof, brick and terra cotta club 
building, 40 x 100 feet in size, designed 
by Mr. Williams for construction at 
Ambridge, Pa. 


NOTE TO ARCHITECTS: Send 
for our Architects’ Specifi- 
cation Book. 


“A ROOF 


vertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Specifications of most products ad 


standing water” 
says W. Ward Williams 


; UR experience,” says Mr. W. Ward: 

Williams, prominent Pittsburgh archi- 
tect, “has indicated the importance of making 
sure that no standing water can remain on the 
roof. This we take care of by using a pitch 
of one-half inch to the foot. 


“We favor the smooth-surface, built-up type,” 
he continued. “A roof of that kind is con- 
veniently put in place and requires but a rela- 
tively small amount of attention. 


¢ 


‘Then, too, should any leaks develop, it is a 
very simple matter to locate them immediately 
and make the necessary repairs. The smooth- 
surface, built-up roof is almost invariably a 
satisfactory, permanent one.” 


Carey Built-up Roofs cover many of the 
Western Pennsylvania schools, churches 
and club houses designed by Mr. 
Williams. Similarly, in every section 
of the country, you’ll find Carey roofs 
providing lasting protection against all 
kinds of weather. That’s because they 
are made only of the finest materials— 
refined and carefully blended asphalts, 
and tough, specially-prepared felts. 
Carey Built-up Roofs are easily put in 
place and easily kept in good condition 
—the satisfaction they give 1s perma- 
nent! Further information on request. 


THE PHILIP CAREY COMPANY 


Lockland, Cincinnati, Ohio 


BUILT-UP ROOFS 


FOR EVERY BUILDING” 
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REFERENCE LIST OF BUSINESS LITERATURE—Continued 


7. WATERPROOFING AND DAMPPROOFING 

The Philip Carey Co., Lockland, Cincinnati, Ohio. 

1035. Carey Waterproofing and Dampproofng Specifications. A 
valuable file of eleven specifications for waterproofing and damp- 
proofing various types of structures with different conditions. 
44 pp. Illustrated. Size, 8 x 10% in. 


A. C. Horn Company, Long Island City, N. Y 


972. Waterproofings. A folder containing loose leaf specifications 
for waterproofings and dampproofings for all places, materials and 
for all conditions. Also service bulletin. 32 pp. Illustrated. 
Size, 834 x 11 in. 


Sommers & Co., Ltd., 342 Madison Ave., New York City. 


1118. Permantite Liquid Waterproofing for making concrete and 
cement mortar permanently impervious to water. Also circulars on 
floor treatments and cement colors. Complete data and specifications. 
Sent upon request to architects using business stationery. Circular 
size, 834 x 11 in. 


L. Sonneborn Sons, Inc., 114 Fifth Ave., New York City. 


891. Dampproofing and Waterproofing. Floor Treatments. Bulletins 
of specification data for dampproofing structures and for floor 
hardening and coloring. Sent on request on business stationery. 
In folders. Size, 84 x 11 in. 


Truscon Laboratories, Detroit, Mich. 


967. Specifications for Truscon Waterproofing, Dampproofing and 
Oil Proofing, Book ‘‘A."" Complete specifications for all conditions 
requiring water and dampproofing for concrete, plaster, stucco, 
stone and other masonry. 14 pp. Illustrated. Size, 8% x 11 in. 


8. STONE WORK 
Indiana Limestone Company, 1317 Tribune Tower, Chicago, III. 


845. School and College Buildings, Vol. 6, Serfes B. A profusely 
illustrated booklet showing the use of Indiana Limestone in a large 
number of educational buildings of all kinds and types and in all 
parts of the United States. 80 pp. Illustrated. Size, 814 x 11 in. 


Indiana Limestone Company, Architects’ Service Bureau, 
P. O. Box 308, Bedford, Ind. 2 


1241. Indiana Limestone Specification Manual. This is Vol. III, 
Series ‘‘A-3,’’ Service publication on Indiana Limestone, containing 
Specifications and Supplementary Data, relating to best methods 
of specifying and using this stone for all building purposes. It can 
be obtained from a Field representative of the company or by direct 
request from architects written on his letterhead. 84 pp. Size, 
844 x 11 in. 


9. ARCHITECTURAL TERRA COTTA 
Atlantic Terra Cotta Co., 19 West 44th St. New York City. 


1345. “A Revival of Lombard Romanesque.” Atlantic Terra Cotta 
Architectural monograph Vol. IX, No. 1, April, 1927. General and 
detail illustrations of the Euclid Avenue Baptist Church, Cleveland, 
Ohio. Walker & Weeks, Architects. A brief description is included. 
A. I. A. File No.9. 24 pp. Illustrated. Size 81x11 in. 


1347. Chimney Pots. Second Edition. Detail drawings and color 
illustrations of terra cotta chimney pots, roof crestings and finials. 
Designs are reproductions of old world types in numerous patterns 
and sizes. A.I. A. File No.9. 16 pp. Illustrated. Sizes 81x11 in. 


National Terra Cotta Society, 19 West 44th St., New York. 


664. Standard Specifications. Contains complete detailed speci- 
fications for the manufacture, furnishing and setting of terra cotta, 
a glossary of terms relating to terra cotta and a short form speci- 
fication for incorporating in architects’ specification. 12 pp. 
Size, 844 x 11 in. 

668. Better Banks. Illustrating many banking buildings in terra 
cotta, with an article on its use in bank design by Alfred C. Bossom, 
architect. 32 pp. Illustrated. Size, 844 x 11 in. 


ut) Northwestern Terra Cotta Co., 2525 Clybourn Ave., Chicago, 


96. Architectural Terra Cotta. A collected set of advertisements in 
a book, giving examples of architectural terra cotta, ornamental 
designs and illustrations of examples of facades of moving-picture 
houses, office buildings, shops, vestibules and corridors in which 
Northwestern Terra Cotta was used. Size, 844 x 11 in. 78 pp. 


10. BLOCK CONSTRUCTION 


Nationa! Building Units Corp., 1600 Arch St., Philadelphia, Pa. 

129%. Straub Cinder Building Blocks, Durability and Utility of. 
Report prepared by the Pittsburgh Testing Laboratory after an 
investigation extending over a period of one year. Among the 
subjects treated in the report are: Compression, Absorption and 
Fire Tests; Holding Power of Nails—reports on building. in which 
Straub blocks have been used; and conclusions. A. I. A. File No. 
10a 2. 14 pp. Size, 844 x11 in. 


11. PAVING 


12. ROOFING, SHEET METAL AND SKYLIGHTS 
The Barber Asphalt Co., Philadelphia, Pa. 


1249. Genasco Standard and Economy Trinidad Lake Asphalt Built 
Up Roofing; Specifications for use over wood sheathing and con- 
crete, gypsum or tile roof decks. Specifications for Genasco mem- 
brane waterproofing and Genasco Asphalt Mastic Flooring are 
included with detail drawings to show application and quantities 


of material required for estimating. 16 pp. Illustrated. Size, 
8 x 10% in. 

John Boyle & Co., Inc., 112-114 Duane St., New York City. 

212. Boyle's Bayonne Roof and Deck Cloth. List B-93. A pre- 


pared roofing canvas guaranteed waterproof for decks and the 
roofs and floors of piazzas, sun-parlors, sleeping porches, etc. 


The Philip Carey Co., Lockland, Cincinnati, Ohio. 

378. Architects’ Spectficatton Book on Butli-wp Roofing. A manual 
for detailers and specification writers. Contains complete details 
and specifications for each type of Carey Asphalt Built-up Roof. 
20 pp. Illustrated. Size, 844 x 11 in. 


The Edwards Manufacturing Co., Cincinnati, Ohio. 


1356. Edwards Sheet Metal Products Catalog No. 75. A complete 
catalog of sheet metal building materials including various types of 
roofing, gutters and conductors, doors and windows, skylights and 
ventilators and many other products. General illustrations, 
descriptions, detail drawings and specifications are included. 
A. I. A. File No. 12. 184 pp. Illustrated. Size 9144x12 in. 


Milwaukee Corrugating Co., Milwaukee, Wis. 

815. Méilcor Architectural Sheet Metal Guide. Catalog No. 24. A 
complete catalog of sheet metal ceilings and side walls, zinc and 
copper ornaments, cornices, skylights, ventilators, gutters, down- 
spouts and roofing tiles. 64 pp. Illustrated. Size, 844 x 11 in. 


Mohawk Asbestos Slate Co., Inc., Utica, N. Y. 


873. The Roof Roverlasting. A booklet describing the advantages of 
the Mohawk tapered asbestos shingle with specifications for in- 
stallation. 20 pp. Illustrated. Size, 334 x 6} in. 


Rising and Nelson Slate Company, 101 Park Ave., New York, N.Y. 


496. Tudor Stone Roofs. This leaflet discusses colors and sizes of 
Tudor hand-wrought slates; deals with the service given to arch- 
itects and tells how the material is quarried for each product after 
careful drawing and specifications are prepared in co-operation with 
architects. Special grades are described in detail and illustrations 
are given of buildings with Tudor slate roofs. Contains also 
specifications of laying slate. 4pp. Illustrated. Size, 844 x 11 in. 


571. Tudor Stone Roofs. A brochure describing the 7 special grades 
of Tudor Stone and the 7 grades of commercial slate produced by 
this company with illustrations of many structures on which it has 
been used. 28 pp. Illustrated. Size, 6 x 934 in. 


13. STRUCTURAL STEEL AND IRON 


American Institute of Steel Construction, Inec., 285 Madison 


Ave., New York City. 


1324. Standard Specification for Structural Steel in Buildings and 
Code of Standard Practice. Eighth Edition. Specifications adopted 
by more than one hundred cities and states in the U. S. and Canada; 
Code of Practice to eliminate misunderstandings and effect econ- 
omies. 76 pp. Illustrated. 514 x 8 in. 


1325. Allowable Load Tables. Second Edition. Tables of allowable 
loads on beams and girders based on 18,000 pound fibre stress and 
on columns based on 15,000 pounds fibre stress, conforming to the 
A. I. S. C. Standard Specification. 104 pp. 514 x 8 in. 


Bethlehem Steel Co., Bethlehem, Pa. 


1082. Bethlehem Rolled Steel Slabs for Column Bases. Catalog S-17 
revised to December, 1925, general information, instructions for 
ordering, tables of minimum and maximum rolling lengths for 
various widths and thicknesses and weights an imensions of 
rolled steel slabs for column bases. 12 pp. Illustrated. Size, 
4x 6% in. 3 

1173. Bethlehem Structural Shapes. Catalog S-18. Handbook con- 
taining complete information on Bethlehem sections, dimensions, 
weights, and rafe load tables for beams, girders and columns. This 
handbook also contains much valuable engineering data useful 
in the design of structural steel buildings. 216 pp. Illustrated. 
Size, 444 x 7 in. 


1178. Standard Structural Shapes, Shipbuilding Shapes and Car 
Cet td Shapes. Condensed Catalog No. S-19, containing notes, 
imensions, 


allowable variations and properties of American 
standard I-Beams, channels and angles; shipbuilding channels and 
bulb angles; car building shapes; rails and miscellaneous steel shapes. 
84 pp. Ilustrated. Size, 4 x 6} in. 


Carnegie Steel Company, Pittsburgh, Pa. 


1336. Carnegie Beam Sections. Hand book contains profiles, dimen- 
sions and properties and safe load tables for new series, Carnegie 
Structural Steel beams and column sections. A hand book of value 
to architects and engineers designing structural steel. 170 pp. 
Illustrated. Size 5 x 8 in. 


Concrete Steel Co., 42 Broadway, New York City. 


1177. The Havermeyer Truss. Information and designing data for 
the use of Havermeyer trusses as floor beams to support concrete 
slabs and metal lath ceilings in connection with structural steel or 
reinforced concrete structures. Booklet describes the trusses and 
construction methods. Tables of dimensions, spacing and total 
safe loads are given. 8 pp. Illustrated. Size, 8144 x11 in. 


Lally Column Co., Inc., 211-249 Lombardy St., Brooklyn, N. Y. 

1125. Lally Columns. Handbook 1926 edition. Greatly increased 
safe load table. Construction details for various types of steel 
construction. The text describes advantages of endurance and 
economy of the Lally column. Various tests, tables of dimensions, 


weights, and data on other structural materials are given. 86 pp. 
Size, 444 x 6} in. : srs 
The Lincoln Electric Co., Cleveland, Ohio. 
1242. Arc Welding. The new age iniron and steel. What arc 


welding is and what it does is completely told in text and illustra- 
tion. The advantages of arc welding, strength of are welded steel 
joints and cost of welding are among the headings covered in this 
volume. A valuable book on the subject of arc welding. Price $1.50. 
160 pp. Illustrated. Size 6 x 9 inches. 


The Rivet Grip Steel Co., 2404 Prospect Ave., Cleveland, Ohio. 


1217. Rivet-Trip Steel Joists. Booklet describes the distinctive 
features of Rivet-Grip steel joists, method of erection and contains 
details, safe load tables and specifications. A.I.A. file No. 13g. 
12 pp. Illustrated. Size, 814 x 11 in. 
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13. STRUCTURAL STEEL & IRON—Continued 


Truscon Steel Co., Youngstown, Ohio. 


641. Truscon Steel Joist Data Book. Complete data of steel joists 
giving properties, dimensions, safe loads, coefficients of deflection, 
details of connections, specifications, directions for installations. 
32 pp. Illustrated. Size, 8% x 11 in. 

1234. Truscon Steel Joists for Economy, fire, safety, permanence. 
Booklet describes fire resisting construction using steel joists, 
tables of data including safe loads tables are given. 16 pp. LIllus- 
trated. Size, 814 x11 in. 


14. MISCELLANEOUS STEEL AND IRON 


ereeucanl Abrasive Metals Company, 50 Church St., New York 

ity. 

1260. Feralun Anti-Slip Treads make walkways safe. Folder illus- 
trates several prominent buildings in which Feralun, Bronzalun or 
Alumalun Anti-Slip Treads have been used. Particular reference 
is made to Feralun Anti-Slip Treads and their use. 4 pp. [Illus- 
trated. Size, 844 x 11lin. 


Colonial Fireplace Co., 4603-4617 Roosevelt Road, Chicago, II. 


676. Blue Print Details. A valuable set of scale details of correct 
fireplace construction and examples of details to avoid. Instruc- 
tions for setting the Colonial head throat and damper. Explanations 
of necessity for summer use of damper. Folder equivalent to 8 pp. 
Illustrated. Size, 844 x 10}4 in. 


H. W. Covert & Co., 137 East 46th St., New York City. 


774. Fireplace and Flue Construction. A treatise explaining the 
elements of fireplace construction with details and dimensions and 
description of dampers and other accessories. 12 pp. Illustrated. 
Size, 8% x 11 in. 


Ferro Studio, Inc., 228 East 150th St., New York, N. Y. 


991. Craftsmanship in Wrought Iron. A booklet illustrating wrought 
iron gates, doors, grilles, entrance gates, lanterns, railings, chan- 
deliers, hardwareand fireplace fittings. 48 pp. Illustrated. Size,8x 1lin. 


The Safety Stair Tread Co., Wooster, Ohio. 


1320. New Stairs for Old. Folder describes the repair and safe 
guarding of old worn stair treads through the use of Wooster Safe- 
Groove) Dreads. A. I. A. File No. 14-d-1. 6 pp. Illustrated. 
Size 334 x 84% in. 

1321. Wooster Security Nosing with feather edged flange. Nosing 
made in white or yellow brass for use with any material on steps of 
any material. Sheet contains description and full size sections of 
nosing shapes. A. I. A. File No. 14-d-2. 2 pp. Illustrated. Size 
8% x 11 in. 


15. ORNAMENTAL METAL WORK AND PHYSICAL 


PROPERTIES OF METALS 

American Brass Co., Main Office, Waterbury, Conn. 

138. Price List and Data Book. Illustrated. Looseleaf Catalog 
Covers entire line of Sheets, Wire, Rods, Tubes, etc., in various 
metals. Useful tables. Size, 3% x 7 in. 168 pp. 

139. Illustrated Pamphlets. Describes the use and adaptability of 
Extruded Architectural Shapes, Benedict Nickel, Brass and Copper 
Pipe in Iron Pipe sizes for plumbing installations. Size, 8}4 x 11 in. 


16. FIRE RESISTING DOORS, WINDOWS AND TRIM 


Art Metal Construction Company, Jamestown, N. Y. 

1170. Hollow Metal Doors and rm. Portfolio containing indexed 
details of metal doors, trim, frames, partitions, elevator enclosures 
and dumbwaiter enclosures prepared for use in the draughting 
room, together with general catalog, showing general details, photo- 
graphs of executed work and descriptive matter. This valuable 
portfolio is sent to practicing architects having hollow metal pro- 
jects. 100 detail pp., general catalog, 160 pp. Illustrated. Size, 

4% x 11 in. 

1171. Hollow Metal Doors and Trim. Catalog for general but limited 
distribution to practicing architects contains details of doors, trim, 
mouldings, partitions and enclosures, photographs of executed 
work, peeial. list of installations and specification data. 160 pp 
Tllustrated. Size, 814 x 11 in. 


Crittall Casement Window Co., Detroit, Mich. 

Contains complete 
description, photographs, specifications and details of steel casement 
windows for banks, schools, residences, churches, hospitals, set 
directly into masonry and with auxiliary frames. 76 pp. Illustrated. 
Size, 9 x 12 in. 

1169. Crittalt Standardized Casements, Catatog No. 1-26. For archi- 
tects, A. I. A. File No. 16el. An attractively prepared book of 
details, specifications and descriptive data on standard size and 
section steel casements. 32 pp. Illustrated. Size, 8}4x llin. 


Dahistrom Metallic Door Co., Jamestown, N. Y. 

674. Architectural Catalog. Illustrated catalog showing styles and 
types of Dahlstrom Standard Construction Hollow Metal Doors 
and Trim. Conduo-Base, etc. Also various types of frames, 
jamb construction and architectural shapes. 178 pp. Illustrated. 
Size, 844 x 11 in. in looseleaf. 


The General Fireproofing Building Products, Youngstown, Ohio. 
1266. Architectural Details of GF Steel Windows, steel lintels, steel 
doors and mechanical operators. _Book of working details, notes, 
sizes and specifications. 62 pp. Illustrated. Size, 844 x Lisin: : 
1267. GF Steel Standard Casement Windows. 1926 edition, archi- 
tectural details, sizes and specifications for standard steel casement 
windows that can be combined to fill any size opening. Valuable 


information for the drafting room. A. I; File No. l6e. 16 pp. 
Illustrated. Size, 814 x 11 in. 
1268. GF Standard Industrial Doors and Frames. Catalog of 


standard stock size doors and frames for industrial and commercial 
buildings. 6 pp. Illustrated. Size, 8% x 11 in. 
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International Casement Co., Jamestown, N. Y. 


834. International Casements. Catalog No.7. A complete catalog, 
including working details, hardware, screen, specifications and fine 
illustrations of modern American installations as well as 16th 
Century Tudor and Jacobean residences in England. 224 pp. 
Illustrated. Size, 834 x 11 in. Sent to practising architects on 
receipt of request on business letter-head. 

1099. Cotswold Casements, Catalog No. 10. Steel casements with 
steel muntins or leaded lights in standard sizes and designs. 
Details of hardware, sash and suggested frame details. Schedule 
of standard sizes. Suggested specifications for the use of arch- 
itects. 18 pp. Illustrated. Size, 814 x 11 in. 


Wm. GH. Jackson Co., 335 Carroll St., Brooklyn, N. Y. 
1018. Jackson Windows of Bronze. Catalog No. 21. Standard 
bronze solid section double-hung, casement and special windows, 


details of types, illustrations of installations. 16 pp. Illustrated. 
Size, 84 x 11 in. 


Jamestown Metal Desk Co., Inc., Jamestown, N. Y. 

1077. ‘‘Medesco"’ Hollow Metal Doors and Elevator Enclosures. Cat- 
alog B. Metal door designs, combination buck and jambs, finished 
steel jambs and mouldings Detail drawings and sections. A cat- 
alog for filing. 32 pp. Ill. Sige 844 x 11 inches. ¢ 


The Kawneer Company, Niles, Mich. 

1334. Kawneer Solid Nickel Silver Windows. Portfolio shows case- 
ment, weight hung types and special drop down transom type. 
Demonstrator included. 12 pp. Illustrated. Size 9 x 11} in. 


David Lupton’s Sons Co., Philadelphia, Pa. 


1131. Lupton Projected Sash. A.I. A, File No. l6el. Details and 
descriptions of standard steel sash units, projected type for offices, 
ey and commercial buildings. 24 pp. Illustrated. Size, 

x in. 


Richards-Wilcox Mfg. Co., Aurora, Ill. 


796. Fire Doors and Hardware. Catalog No. A-25. A catalog of 
standard, approved tin-clad fire doors, steel frames, automatic 
door hangers, tracks and fixtures; also hinges, locks and accessories. 
Details, dimensions and installation diagrams. 96 pp. Illustrated. 
Size, 834 x 11 in. 


Truscon Steel Co., Youngstown, Ohio. 


898. The Donovan Awning Type Steel Window. A catalog con- 
taining details, specifications and complete description of the work- 
ing and advantages of the Truscon-built Donovan Awning Type 
Window especially adapted for schools, hospitals and other buildings. 
12 pp. Illustrated. ize, 834 x 11 in. 


The United Metal Products Co., Canton, Ohio. 

968. Architects’ Handbook. A very fine catalog of hollow metal 
doors, metal partitions, metal bucks and jambs, metal conduo-base, 
and metal mouldings. 108 pp. Illustrated. Size, 8}4 x 11 in. 


17. SPECIAL DOORS AND WINDOWS 


Irving Hamlin, 1500 Lincoln St., Evanston, Ill. 


435. The Evanston Sound-Proof Door: also The Hamlintsed Foldin 
partitions. A circular explaining the construction of a sound-proo 
door and folding partitions hermetically sealed against odors, dust, 
light, weather and air, especially adapted to music schools, hospitals, 
etc. 8 pp. Size, 84 x 11 in. 

90%. The Evanston Sound-Proof Door. A catalog giving details and 
hardware equipment of sound, odor, dust and air proof doors for 
hospitals and music schools. Also Hamlinized folding partitions 
for churches, Sunday Schools and Public Schools. 10 pp. Illus- 
trated. Size, 84% x 11 in. 


The Kinnear Manufacturing Company, Columbus, Ohio. 

455. Steel Rolling and Folding Doors and Shutters. Catalog No. 52. 
This catalog is devoted to service doors adaptable to building of 
all classes, piers, factories, warehouses, etc. Illustrates their _uses 
and contains tables for designers and detailers. Iilus- 
trated. Size, 8 x 11 in. 


18. VAULTS AND SAFES 


The Consolidated Expanded Metal Companies, Steelcrete Bldg. 
Wheeling, W. Va. 

1187. Steelcrete—Timetested Products. A condensed catalog of steel- 
crete products—metal lath, corner beads, channels, wall ties, re- 
inforcing mesh, industrial mesh and steelcrete armor mat vaults. 
Illustrations, description and specifications for use of products. 
Bound in cover with index tab for filing. 16 pp. Illustrated. 
Size, 814 x 11 in. 


The Rivet-Grip Steel Co., 2735 Prospect Ave., Cleveland, Ohio. 

768. The Rivet-Grip System of Bank Vault Reinforcement. This 
handbook explains the fundamentals of bank vault design and the 
advantages of the Rivet-Grip System of Reinforcement. Details 
of vertical and horizontal types, specifications and installations. 
34 pp. Illustrated. Size, 844 x 11 in. 


19. CARPENTRY 

Andersen Lumber Co., Bayport, Minn. 

1109. Andersen Frames, Catalog No. 300. . 1 
A valuable book for architects’ files. Complete description of 
Andersen standard door and window frames. Dimensions, details, 
installation details for different types of frames, special conversion 
details and working specifications. 48 pp. Illustrated. Size, 
94% x 11% in. 

The Bessler Disappearing Stairway Co., Akron, Ohio. 

1184. The Bessler Disappearing Stairway. Series of eight photo- 
graphs of wood and steel disappearing stairways with data sheet 
containing dimensions and price list. 9 pp. Illustrated. Size, 
814 x 11 in. 


96 pp. 
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REFERENCE LIST OF BUSINESS LITERATURE—Continued 


19. CARPENTRY—Continued 
E. L. Bruce Co., Memphis, Tenn. 


1083. Oak Flooring Specification Manual. A filing folder, A. I. A. 
File No. 19e9, containing grading rules; uses of different grades; 
Standard sizes; laying instructions; methods of scraping and sug- 
gested specification form. 16 pp. Size, 834 x 11 in. 


Samuel Cabot, Inc., 141 Milk St., Boston, Mass. 


1330. Cabot's Creosote Stained Shingles. Booklet contains description, 
approximate and comparative costs, data on covering fastening, 
suggested specifications and details for the use of Cabot’s Stained 
Shingles. A.I. A. File No. 19d1. 16 pp. Illustrated. Size 844 
elle in 


Chamberlin Metal Weather Strip Co., 1644 Lafayette Boulevard, 
Detroit, Mich. 


1300. Chamberlin Weather Strip Details for Wood Sash and Doors. 
Booklet contains comprehensive details of Chamberlin weather- 
strips made to meet various conditions. Specifications are in- 
cluded. A valuable reference book on the subject for draughting 
room and specification writer. A. I. A. File No. 19e14. 50 pp. 
Illustrated. Size, 844 x 11 in. 


1301. Chamberlin Plasti-Calk Specifications. Folder contains specifi- 
cations for use of Plasti-Calk, detail drawings showing application 
and charts giving results of tests of leakage through various parts 
of window frame and wall. A.I. A. File No. 19e16. 4pp. II- 
lustrated. Size, 844 x 11 in. 


Curtis Companies Service Bureau, Clinton, Iowa. 


663. Keeping Down the Cost of Your Woodwork. A book illustrating 
Curtis interior woodwork and built-in cabinets and fixtures designed 
by Trowbridge and Ackerman, Architects, New York. Colored 
illustrations and details. 16 pp. Illustrated. Size, 7 x 9% in. 

926. Curtis Woodwork. A valuable booklet presenting the entire 
line of woodwork such as entrances, doors, windows, exterior 
mouldings, stairs and permanent furniture. Sent on request. 
40 pp. Illustrated. Size, 9 x 12 in. 


Hartmann-Sanders Company, 6 East 39th St., New York City. 
334. Catalog No. 47. Illustrating Kell’s Patent Lock Joint wood 


stave columns for exterior and interior use. 48 pp. Illustrated. 
Size, 734 x 10 in. 


The Higgin Manufacturing Co., 5th and Washington Ave., 
Newport, Ky. 
353. Screen Your Home tn the Higgin Way. A description of Higgin 


door and window screens with practical data. 16 pp. Illustrated. 
Size, 834 x 11} in. 


The Long-Bell Lumber Co., R. A. Long Building, Kansas City, Mo. 


204. The Perfect Floor. Tells how to lay finish and care for Oak 
Flooring. 16 pp. 14 illustrations. Size, 54% x 7% in. 


McKeown Bros. Co., 21 East 40th St., New York City. 


434. Clear Floor Space. A folder showing uses and advantages of 
McKeown “‘Lattis’’ and ‘‘ Bowstring’’ long span wood roof trusses. 
4 DD. Illustrated. Size, 844 x 11 in. 


G. E. Walter, 157 East 44th Street, New York City. 


1167. Duretta. Booklet describing Duretta, a fireproof composition 
with which carved woodwork and metal can be faithfully imitated. 
Illustrated with examples of executed doors, panelling, mantels 
and grilles. 16 pp. Illustrated. Size, 53 x 834 in. 


Watson Manufacturing Co., Jamestown, N. Y. 


737. Watson Insect Screens. Reprint of space in Sweet's Catalog 
giving illustrations and detailed data for the use of architects. 
21 pp. Illustrated. Size, 814 x 11 in. 


West Coast Lumber Trade Extension Bureau, 5562 F. Stuart 
Bldg., Seattle, Washington. 


1168. Durable Douglas Fir. America’s Permanent Lumber Supply. 
A treatise on the growth, marketing and use of Douglas fir tumber 
by Prof. B. L. Grondal, M. Sc. F., College of Forestry, University 
of Washington. This treatise is interesting, instructive and contains 
much data of value to the architectural profession. 32 pp. Illus- 
trated. Size 7 x 11 in. 


Western Pine Manufacturers Association, Portland, Ore. 


1296. Bingo of Flathead—A dog's story of Pondosa, the Pick o’ the 
Pines, a narrative that gives the reader a comprehensive idea of 
Pondosa Pine from forest to finished lumber. The intermediate 
steps in the production of lumber are briefly told in an interesting 
manner. 16 pp. Illustrated. Size, 6x9 in. 


J. G. Wilson Corp., 11 East 38th St., New York City 


760. Sectionfold and Rolling Partitions. Hygienic School Wardrobes 
Catalog 37. This catalog illustrates the construction and details 
of the partitions and wardrobes with plans for and photographs of 
installations. 40 pp. Illustrated. Size, 84% x 11 in. 


20. FURRING AND LATHING 


American Stee] & Wire Company, Continental & Commercial 
National Bank Bldg., Chicago, IIl. 


1148. Stucco Houses Reinforced with Triangle Mesh Fabric. Booklet 
contains information on triangle mesh fabric, hints on stucco con- 
struction, stucco quantities, plans and perspectives of stucco 
houses, etc. 20 pp. Illustrated. Size, 6 x 9 in. 


The Bostwick Steel Lath Company, Niles, Ohio. 


1278. Bostwick Economy. Booklet describes the advantages of 
metal lath, its application and uses for exteriors and interiors. 
Tables of standard sizes and weights of various types of lath and 
specifications are included. Accessories such as corner beads, base 
beads, “‘Invisible’’ picture moulding and wall ties are also shown. 
30 pp. Illustrated. Size, 7144 x9 in. 


Concrete Engineering Co., Omaha, Neb. : : 

346. How to Use Ceco Lathing Materials. An illustrated treatise 
on the use of expanded metal lath. Contains construction details 
and complete specifications, with sample piece of lath in pocket on 
cover of book. 16 pp. Illustrated. Size, 8}4 x 11 in. 


Concrete Steel Co., 42 Broadway, New York. ‘ee 

1207. Havemeyer Fireproofing Products. Booklets descriptive of ma- 
terials and uses. Includes metal lath; furring channels, flats and 
angles; welded fabric; copper steel basement windows; curb bars; 
inserts; steel tiles and metal lumber. Architects’ specifications for 
application of all types of metal lath are given. 40 pp. [Illus- 
trated. Sizes, 844 x 11 in. 


Milwaukee Corrugating Co., Milwaukee, Wis. ; 

838. The Milcor Manual. Catalog No. 20. A data book for design- 
ing the use of expanded metal lath, expansion cornerheads and 
casings, steel floor domes and other fireproof Pr Ean 
Specifications and details. 64 pp. Illustrated. Size, 834 x 11 in. 


Truscon Steel Company, Youngstown, Ohio. ; 

316. Hy-Rib and Metal Lath. Tables, general data and illustrations 
of Hy-Rib and metal lath constructions. 6 pp. Illustrated. Size, 
844 x 11 in. 


21. PLASTERING 

The Best Bros. Keene’s Cement Co., Medicine Lodge, Kansas, 

1329. Best Bros. Keene’s Cement. Booklet contains statement as to 
the advantages, grades and uses of Best Bros. Keene’s Cement, 
specifications, data on quantities and the painting or enameling of 
Keene’s cement. A booklet of practical value. 24 pp. Illustrated. 
Size 5 x 9 in. 


Portland Cement Association, 33 West Grand Ave., Chicago, II. 


1110. Portland Cement Stucco. Book for architects’ files, illustrating 
in color various stucco finishes with description; steps required to 
obtain these finishes are illustrated. Specifications for Portland 
cement stucco, recommendations on design and _ construction. 
Notes on prepared stucco, color materials, overcoating old houses 
and construction details. 64 pp. Illustrated. Size, 834 x 11 in. 


22. MARBLE, SLATE AND STRUCTURAL GLASS 


The Georgia Marble Co., Tate, Pickens Co., Ga., New York Office, 
1328 Broadway. 

634. Why Georgia Marble ts Better. Booklet, 334 x 6 in. Gives 
analysis, physical qualities, comparison of absorption with granites, 
opinions of authorities, etc. 


23. FLOOR AND WALL TILE, LINOLEUM AND 


ACCESSORIES 


Armstrong Cork Company, Linoleum Division, Lancaster, Pa. 


1194. Enduring Floors of Good Taste. Armstrong’s linoleum for all 
types of buildings, description and illustrations in both black and 
white and in color. Information on how to choose linoleum, how 
to lay linoleum and proper care after laying. Typical patterns re- 
produced in color. 48 pp. Illustrated. Size, 6 x 944 in. 


1314. Armstrong's Linoleum Floors. Fifth Edition, March, 1927, 
completely revised. Linoleum gauges and weights, tests for judging 
the quality of linoleum, complete specifications, color plates of 
typical designs and list of representative installations are given. 
Booklet is contained in a filing folder indexed A. I. A. File No. 23). 
40 pp. Illustrated. Size, 844 x 11 in. 


Bonded Floors Company, Inc., 1421 Chestnut St., Philadelphia, Pa. 


A series of booklets, with full color inserts showing standard colors 
a designs. Each booklet describes a resilient floor material, as 
ollows: 


1159. Battleship Linoleum. Explains the advantages and uses of this 
durable, economical material. 


1160. Marble-ized Cork Composition Tile. Complete information 
on cork-composition marbleized tile and the many artistic effects 
obtainable with it. 


1161. Treadlite Tile. Shows a variety of colors and patterns of this 
adaptable cork composition flooring. 


1162. Natural Cork Tile. Description and color plates of this super- 
quiet, resilient floor. 


1163. Practical Working Specifications for installing {battleship lino- 
leum, cork composition tile and cork tile, 


Stedman Products Co., South Braintree, Mass. 


1272 Stedman Reinforced Rubber Flooring. Loose leaf catalog 
bound in folder for filing, indexed A. I. A. File No. 23C. Description 
of Stedman service and product for floors in many types of buildings. 
Specifications, technical data, cleaning instructions and list of 
typical installations are included. 68 pp. Illustrated. Size, 
844 x 10% in. 


United States Rubber Co., 1790 Broadway, New York City. 


959. Period Adaptations for Modern Floors. This book illustrates 
the adaptability of ‘‘U. S.”’ Tile floors to the different periods of 
architectural styles and also its use in a wide range of modern 
buildings. Price, $1.00. 60 pp. Illustrated. Size, 8% x 11 in. 


Zenitherm Company, Inc., Newark, N. J. 


1302. Zenitherm Floors. Booklet describes and illustrates the use 
of Zenitherm as a flooring material for use in various types of 
buildings. The qualities and properties of Zenitherm are set forth 
in the text. Zenitherm is a material suitable for interior or exterior 
use. Data on colors and standard sizes, and a partial list of archi- 
tects who have specified Zenitherm are included. A. I. A. File 
No. 23g2. 14 pp. Illustrated. Size, 8144 x 11 in. 


1303. Zenitherm Walls. A booklet giving a comprehensive idea of 
the outstanding qualities of Zenitherm as a building material, 
particularly for walls. Direction for erecting, and other data are 
included. Partial list of installations are included. A.I. A. File 
No. 23g2. 22 pp. Illustrated. Size, 814 x 11 in. 
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24. PLASTIC FLOORS 


Franklyn R. Muller, Inec., Waukegan, III. 


242. Asbestone Flooring Composition. A book describing uses of and 
giving specifications and directions for Composition Flooring, Base, 
Wainscoting, etc. Size, 834 x 11 in. Illustrated. 


eee Moulding Brick Co., 133 West Washington St., Coicago, 


1227. Floors of Permanence and Beauty at Low Cost, Folder descrip- 
tive of Mouldings ‘‘Moulstone’’ Flooring for residence, office 
buildings, stores, schools, hospitals and buildings for other pur- 
poses. 4pp. Illustrated. Size, 844 x 11 in. 


25. PAINT, PAINTING AND FINISHING 


Aluminum Company of America, New Kensington, Pa. 

1308. Aluminum Paint—The “Coat of Metal’’ Protection. A hand- 
book on the physical properties of aluminum paint and its uses in 
modern industry, This handbook, written by J. D. Edwards and 
R. I. Wray, is a comprehensive treatise on Aluminum paint. Speci- 
fications are included. 36 pp. Illustrated. Size, 544 x8 in. 


Samuel Cabot, Inc., 141 Milk St., Boston, Mass. 


-841. Cabot’s Old Virginia White and Tints. Describes a specially 


prepared “‘flat’’ white which architects say gives ‘‘the whitewash 
white effect.’’ Also describes tints perfectly flat in tone, giving 
the ‘‘pastel effect.’’ Used on wood, brick, stone, and stucco. 16 
pp. Illustrated. Size, 4 x 84 in. 


342. Cabot’s Creosote Stains. Description of a standard stain for 
shingles, siding, boarding and timbers, with covering capacity and 
specifications. 16 pp. Illustrated. Size, 4x 84 in. 


Cook Paint and Varnish Company, Kansas City, Mo. 


1337. Hand Book and Specifications of Architectural Finishes. A 
series of loose leaf specifications attached to a folder for filing. 
Folder includes general clauses, definition of materials, guide for 
treatment of ordinary woods used for interior woodwork and 
specifications for interior and exterior finishes of wood and cement 
floors. A description of the products made by Cook Paint and 
Varnish Company are included, This is a valuable hand book for 
specification writers. A.I. A. File No. 25c. 27 pp. Size 84x 11in. 


Craftex Co., 37-39 Antwerp St., Brighton Station, Boston, Mass. 


1353. Do You Belong to The Never-Grow-Olds. Booklet illustrated 
in color with an outline history of wall textures and decoration. 
The physical make-up of Craftex is stated and a partial list of 
installations is included. 20 pp. Illustrated. Size 534x834 in. 


1357. Craftex Texture Wall and Ceiling Finishes. Folder tells what 
Craftex is, types of Craftex finishes obtainable, preparation of 
surfaces with directions on how to use Craftex. Suggested finishes 
in Craftex are illustrated. 4 pp. Illustrated. Size 8}¢x11 in. 


Joseph Dixon Crucible Co., Jersey City, N. J. 


324. Dixon's Silica Graphite Paint. A pamphlet describing the 
physical properties of silica-graphite paint and especially the wide 
difference between it and other protective paints. Contains also 
sample color card with specifications. 20 pp. and 6 pp. in color 
card. Illustrated. Size, 34 x 6% in. 


The General Fireproofing Building Products, Youngstown, Ohio. 
1269. (a) GF Floor Enamel. (b) GF Protective Coatings. (c) GF 


Cement Paint. Folders contain data, specifications and estimating 
information for GF technical paints. East folder 4 pp. Size, 


8144 x11 in. 


The Glidden Company, Cleveland, Ohio. 


419. Architectural Specifications Book—8% x 1034 in. 32 pp. Con- 
taining complete architectural specifications and general instruc- 
tion for the application of Glidden Paints and Varnishes, including 
Ripolin. Directions for the proper finishing of wood, metal, plaster, 
concrete, brick, and other surfaces, both interior and exterior, are 
included in this specification book. 


A. C. Horn Co., Long Island City, N. Y. 


971. Horn’s House Paints. Catalogs and color cards of paints for 
exterior wood work, porch and deck paints, shingle and stucco 
ae and china flat oil paints. 18 pp. Illustrated. Size, 34% x 
6% in. 


The Muralo Company, Inc., 570 Richmond Terrace, Staten 
Island, N. Y. 


1286. Mural-Tex. Folder describing the use of Mural-Tex a 
plastic composition designed to produce textured wall surfaces in 
color and high and low relief. Mural-Tex is a dry powder, mixed 
with cold water onthe job. 8pp. Illustrated. Size, 3% x 6) in. 


1287. Muralo. Series of folders describing Muralo Wall Coating, 
Muralo Wall Size, Muralo Patching Plaster, Muralo Relief Com- 
pound, Muralo Relief Bulb, Indeliblo Weather-resisting Cold 
Water Paint, King’s Perfected Cold Water Paint, Salamander 
Fireproof Cold Water Paint, Cyclo Painting Machines. Color 
samples where applicable are included. Each folder 34 x 6 in. 


1352. Mural-Tex for the Rich Mellow Beauty of Plastic Textured walls. 


Attractively prepared booklet on the subject of wall textures and 
the use of Mural-Tex for wall decoration and surface texture. 16 
pp. Illustrated. Size 8}¢x11 ins. 


1364. Mural-Tex for Textured and Relief Decoration. Direction 
folder and architects’ short form specifications. Complete directions 
for preparation of various backing surfaces and application of 

Mural-Tex. A. I. A. File No. 25b29. 6 pp. Size 844x11 ins. 


National Lead Company, 111 Broadway, New York City. 

1342. Cyclopedia of Paint Information. A valuable booklet on paint 
and painting containing estimating data, formulae for exterior 
roof painting, interior wall painting, interior wood finishing, brick, 
stone, concrete and stucco painting, metal painting, miscellaneous 
painting and chapters on general painting and facts and usefu | 
information. A. I. A. File No. 25. 40 pp. Size, 714 x 1054 in. 


1344. Standard Specification for the use of Red-Lead Paint. A valuable 
booklet for the specification writer covering the use of red-lead paint. 
A. S. T. M. and government specifications for linseed oil, drier, 
turpentine and red-lead are included. A. I. A. File No. 25a23 or 
25c3. 22 pp. Size 7144x10% in. 


Peaslee-Gaulbert Company, Louisville, Ky. 


909. Architects’ Specification Chart. A series of 100 specifications 
for exterior and interior painting and finishing on all kinds of 
materials. 87 pp. Size, 844 x 11}% in. 


910. Interior Decoration. Wood Finishing. House Painting. Three 
catalogs containing colored combination charts for paints, stains 
and wall finishes. 20, 20 and 24 pp. Illustrated. Size, 9 x 12, 
644 x 8, and 7 x 9 in. 


Pratt & Lambert, Inc., Buffalo, N. Y. 


759. Specification Manual for Painting, Varnishing and Enameling 
Complete specifications for painting, varnishing and enameling in- 
terior and exterior wood, plaster and metal work. A helpful refer- 
ence book for specification writers. 38 pp. Size, 714 x 105% in. 


L. Sonneborn Sons, Ine., 114 Fifth Ave., New York City. 


892. Interior and Exterior Painting and Structural Painting. Bul- 
letins of specifications for interior and exterior paints, and paints 
for structural work, technical paints and roof protection. Sent 
on request on business stationery. In folders. Size, 844 x 11 in. 


The Truscon Laboratories, Detroit, Mich. 


921. Assortment of Color Cards. Information and specifications on 
the following materials: Bar-Ox Inhibitive Steel Paint—3%4 x 64 
in. 4 pp. Asepticote Interior Flat Wall Paint 8 pp. 334 x 8%4 in. 
Stone-Tex Exterior Masonry Paint. 8 pp. 34 x 6% in. Water- 
proof Enamels, 4 pp., 334 x 634 in. Waterproof House Paint, 8 
ie eiety 834 in. Waterproof Varnish. 8 pp. 344 x 6} in. 

ustrated. 


26. GLASS AND GLAZING 


American Window Glass Company, Pittsburgh, Pa. 


1365. Window Glass in the Making by William L. Monro. The story 
of glass from its origin and composition to its manufacture and uses. 
Appendix contains U. §. Government Master Specification No. 123 
flat glass for glazing purposes with comment. An informative 
booklet that invites the reader. 105 pp. Illustrated. Size 5x734 
ins. 

Detroit Show Case Co., Detroit, Mich. 


78. Details» Sheets of full size details of ‘*Desco’’ awning transom 
bar covers, sill covers, side, head and jamb _ covers, ventilated 
poe metal sash and profile of members. Size, 16 x 21} in. 

sheets. 


1368. Desco Metal Store Fronts. Catalogue No. 627 contains illus- 
trations, detail drawings of metal sections, installation details and 
suggested designs for show window layouts to meet different condi- 
tions. A.I. A. File No. 26b1. 40 pp. Illustrated. Size 84x11 ins. 


The Kawneer Company, Niles, Mich. 


1333. Copper Store Front Construction. Catalog K, 1927 edition. 
Details and photographic views of Kawneer copper store front con- 
struction. Fullsize detail sheets of Kawneer store front construction 
prepared for tracing. Sheets are 17 x 22in. Catalog 32 pp. Illus- 
trated. Size 844 x 11 in. 


Mississipp! Wire Glass Co., 220 Fifth Ave., New York City. 


1015. Mississippi Service. A complete catalog illustrating the wire 
glass products and their adaptability for various uses. Technical 
data and sizes. 32 pp. Illustrated. Size, 4 x 8} in. 

1016. Factrolited. Circular showing tests of light distribution through 
“Factrolite’’ wire glass for industrial plants. Also fire resisting 
qualities. 4 pp. Illustrated. Size, 6 x 9 in. 


27. HARDWARE 


P. & F. Corbin, New Britain, Conn. 
41193. Early English and Colonial Hardware. Reproductions of his- 


toric originals and design based upon wrought-iron hardware prece- 
dent, made in rustless metal reproducing the surface and color of 
the wrought iron originals. Latches, knobs, handles, knockers, 
hinges, key plates and other articles for doors, windows, shutters 
and cupboards are illustrated by dimensioned sketches. A. TAS 


File No. 27b. 30 pp. Illustrated. Size, 844 x 11 in. 


1283. General Catalog No. 27. Listing and illustrating builders’ 
hardware, revised to conform with products now being manu- 
factured. Certain articles have been eliminated and others have 
been added. This is a valuable hardware reference book. 486 pp. 
Illustrated. Bound in board covers. Size, 814 x 11 in. 


Richards-Wilcox Mfg. Co., Aurora, Ill. 


897%. Special Purpose Hinges, Catalog No. 42. Devoted exclusively 
to special purpose hinges for every purpose. Hinge problems solved 
by Engineering Department, catalog sent on request. 26 pp. 
Illustrated. Size, 844 x 11 in. 


939. Big Door Hardware Catalog No. 41. This catalog describes a 
complete line of hardware and hangers for accordion, parallel 
sliding, vertical bi-folding and other types for large openings in 
round houses, freight houses, shipping rooms, mills and warehouses. 
ee overhead trolley equipment. 24 pp. Illustrated. Size, 844 
x 11 in. 

940. Sliding and Folding Partitions Door Hardware. Catalog No. 40. 
A complete line of hardware for partition doors of all kinds and for 
all places. Description, details and directions for ordering. 32 
pp. Illustrated. Size, 844 x 11 in. 
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27. HARDWARE—Continued 
Richards-Wilcox, Mfg. Co., Aurora, Ill. 


988. Singleknob Garage Door Controller. Catalog describing garage 
door operator by which one or both of a pair of doors can be opened 
and held in that position. 4 pp. Illustrated. Size, 8 x 11 in. 


Samson Cordage Works, Boston, Mass. 


586. Samso Sash Cord. Specifications and condensed descriptions 
of Samson spot window sash cords, Samson mahogany wire center 
sash cord and accessories. 24 pp. Illustrated. Size, 314 x 6} in. 


Sargent & Company, New Haven, Conn. 


1145. Sargent Locks and Hardware 1926 Catalog. Fully illustrates 
Sargent finishing and builders’ hardware, locks, butts, bolts, trim, 
etc. Book contains much valuable data and detail drawings for 
standard hardware. 534 pp. Illustrated. Size, 9 x 12 in. 


The Stanley Works, New Britain, Conn. 


11. Wrought Hardware. This catalog describes additions to the 
Stanely line of Wrought Hardware, as well as the older well-known 
specialties and various styles of butts, hinges, bolts, etc. 376 pp. 
Illustrated. Size, 644 x 9}4 in. 


12. Garage Hardware, Booklet, illustrated. Garages and_ their 
equipment, such as hinges, hasps, door holders, latch sets, chain and 
hand bolts, showing illustrations and text with dimensions of 
garages, describing the Stanley works product. Size, 6 x 9 in. 
4 pp. 


495. Stanley Detail Manual. A catalog in looseleaf binder, consist- 
ing of five sections on Butts, Bolts, Blinds and Shutter Hardware, 
Stanley Garage Hardware, Screen and Sash Hardware. Detail 
drawings are given, showing clearances and other data needed by 
detailers. 116 pp. Illustrated. Size, 744 x 10}4 in. 


Vonegut Hardware Co., Indianapolis, Ind. 


747. Von Duprin Self-Releasing Fire Exit Latches, Reference Book— 
No. 240. A complete catalog with details of the working part of 
these latches, handle bars, door holders and _ accessories. 
eet and installation direction. 96 pp. Illustrated. Size, 

x 11 in. 


28. FURNISHINGS 


American Seating Co., 14 East Jackson Blvd., Chicago, Ill. 


868. School Furniture. Catalogs 255 and 56. Catalogs illustrating 
school house seating (No. 255), and a complete line of school-house 
furniture and supplies (No. 56). 32 and 104 pp. Illustrated. 
Size, 814 x 11 and 6 x 9 in. 

869. Assembly Chairs. Three catalogs illustrating all types of 
portable and fixed assembly chairs and seats, including tablet arm 
chairs, for all kinds of places and uses. 32, 16 and 33 pp. Illus- 
trated. Size, 6 x 9 in. 


Bete & Magee Company. 650 W. Lehigh Ave., Philadelphia, 
a. 


826. Fine Carpets in Famous Places. A beautifully illustrated 
catalog describing the varieties of the Hardwick and Magee Co.'s 
Wilton carpets and rugs for hotels, theatres, lodge halls, clubs, 
churches, hospitals and railroad cars. 24 pp. Illustrated. Size, 
8 x 10% in. 

1098. Cameo Wilion Rugs. Color plates of unusual small rugs in 
round, oval and half-oval shapes. Excellent in design, shape and 
color. Twenty-four (24) platesin color. Size, 734 x 10% in. 


Kent-Costikyan, 585 Fifth Ave., New York City. 


954. The House of Kent-Costikyan. A booklet describing the various 
types and grades of carpets and rugs, including antique rugs of the 
Ispahan and Kuba types, in the extensive stocks of this company. 
16 pp. Illustrated in color. Size, 544 x 8 in. 


The Lincrusta-Walton Company, Hackensack, N. J. 


519. Lincrusta-Walton. This book gives directions for buying, 
caring for and applying Lincrusta-Walton; together with color 
chart and many pase showing patterns. 67 pp. Size,8 }44x11in. 
Illustrated. Bound in boards. 


The B. L. Marble Chair Co.. Bedford, Ohio. 


973. Office Chairs, Catalog No. 32. Revised and enlarged catalog 
of chairs for lodges, court rooms, directors’ rooms, every kind of 
office chairs, costumers’, waste boxes, settees and accessories. 88 
pp. Illustrated. Size, 914 x 12 in. 


Charles W. Poulson & Sons Carpet Co., 295 Fifth Ave., New 
York City. 

1062. Character in Carpet. A booklet illustrated in color and descrip- 
tive of Claridge wide seamless carpet and ‘‘Hermitage’’ high pile 
Wiltons. 22 pp. Illustrated. Size, 944 x 12% in. 


Wallpaper Manufacturers Association of the United States, 
461 Eighth Ave., New York City. 


913. Wallpaper Magazine. A monthly publication for architects, 
building contractors and wallpaper dealers to acquaint them with 
the many interesting and artistic uses for wallpaper. 32 pp. 
Illustrated. Size, 8 x 11 in. 


Watson Manufacturing Co., Jamestown, N. Y. 

788. Watson Metal Office Furniture. Catalog describing steel fur- 
niture for offices, banks and public buildings. Installations illus- 
trated. 55 pp. Illustrated. Size, 844 x 11 in. 


Henry Weis Manufacturing Co., Inc., Elkhart, Ind. 


1338. Goodwill and Income from ‘‘Between Type’? Patents. Booklet 
illustrating and describing Weisteel Cubicals and their use in 
hospitals. This booklet is of particular interest to architects 
designing hospital buildings. 20 pp. Illustrated. Size 814 x 11 in- 

1339. Weisteel Compartment Catalog No. 12. 1927 Edition. Com. 
plete description of the design, construction and erection of Weisteel 
compartments for toilets, showers, dressing rooms and hospital 
cubicals. Details and sizes of stock units, suggested layouts and 
specifications are included. A. I. A. File No. 28a3. 11 pp. Illus- 
trated. Size 844 x 11 in. 
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Alberene Stone Co., 155 West 23d St., New York City. 


123%. Catalog H. Alberene stone laundry tubs, kitchen sinks, com- 
bination fittings and description, including dimensions of standard 
sizes. 


W. D. Allen Mfg. Co., 566-570 West Lake St., Chicago, Ill. 

1130. Allen on Fire Protection. A. I. A. File No. 29e2. Folder 
containing data, specifications, detail drawings and dimensions of 
hose cabinets designed for various types of equipment. Catalog 
includes notes on underwriters’ requirements, hose racks, valves, 
couplings, details of fire pump and single standpipe system, etc. A 
valuable book of practical information for architects’ files. 24 pp. 
Illustrated. Size, 834 x 11 in. . 


American Brass Co., Waterbury, Conn. “ie 

862. Brass Pipe for Water Service, Publication B-1. A compilation 
of data on corrosion of various kinds of pipe and the value of 
Anaconda Brass Pipe for permanent service, also comparative cost 
estimates. 31 pp. Illustrated. Size, 834 x 11 in. 


The American Pin Co., Div. Scovill Mfg. Co., Waterbury, Conn. 


1150. Ampinco Showers and Bath Fixtures. A. 1. A. File No. 29h3. 
Loose leaf catalog. Secured in cover backs giving dimensions and 
roughing in measurements of M-VB Temperators, Ampinco showers 
of various types, valve parts, bath tub supplies and wastes and 
combination bath fixtures and showers. A booklet for the files. 
56 pp. Illustrated. Size, 84% x 11 in. 


J. H. Balmer Co., 259 Plane St., Newark, N. J. 

1028. China Necessities. Catalog of bath room accessories con- 
sisting of towel racks; shelves; tooth brush, tumbler and soa 
holders, hand rails, hooks and paper holder. 24 pp. Illustrated. 
Size, 8144 x 11 in. 


The Beaton & Cadwell Mfg. Co., New Britain, Conn. 


813. ‘“‘Genuine’’ Perfection Line. Catalog No.7. A catalog describ- 
ing a complete line of Simplex Flush valves, automatic air valves, 
floor and ceiling plates, towel bars, pipe hangers and accessories. 
90 pp. Illustrated. Size, 4 x 6 in. 


A. M. Byers Company, Pittsburgh, Pa. 

679. What is Wrought Iron? Bulletin 26-A. Contains the definition 
of wrought iron, methods of manufacture, chemical and physical 
characteristics; advantages of wrought iron as a pipe material; 
service records from old buildings equipped with Byers Genuine 
Wrought Iron Pipe. How to tell the difference between iron and 
steel pipe. 40 pp. Illustrated. Size, 8 x 104 in. 


680. The Installation Cost of Pipe. Bulletin 38. Contains cost 
analysis of a variety of plumbing, heating, power and industrial 
systems, with notes on corrosive effects in different kinds of service. 
32 pp. Illustrated. Size, 8 x 1034 in. 


Crampton Farley Brass Co., 221 Main St., Kansas City, Mo. 


194. Several pamphlets describing various types of floor and area- 
way drains. Size, 34 x 6) in. 


Dahlquist Manufacturing Co., South Boston, Mass. 


1229. Dahlquist Data Book. Catalog describing and pricing the 
Patented Aquatherm, 25-year guaranteed copper range boilers, and 
complete line of hot water heating combinations for gas, electricity, 
coal and kerosene. 16 pp. Illustrated. Size, 344 x6 in 


The Duriron Co., Dayton, Ohio. 


1309. Duriron Drain Pipe and Fittings. Bulletin No. 134-B. 
Bulletin describing the physical properties, details and specifications 
for drain pipe and fittings which are non-corrosive to acid, alkali 
and other chemical wastes of industrial plants, laboratories, hos- 
pitals and colleges. 20 pp. Illustrated. Size, 8}4 x 11 in. 


Economy Pumping Machinery Co., 122 North Curtis St., Chicago, 
Illinois. 


1312. Economy Centrifugal Double Suction Pumps and Economy 
Horizontal Split Case Multi Stage Centrifugal Pumps. Two booklets 
giving details of construction, capacities, and other technical data. 
12 pp. and4pp. Illustrated. Size 814 x 11 in. 


1313. Economy Centrifugal Sump Pumps for automatic ejection of 
seepage and sewage. Bulletin No. 407 briefly describes the con- 
struction and installation of Economy sump pumps. Suggested 
specifications and technical data are included. 16 pp. Illustrated. 
Size 814 x 11 in. 


Excelso Specialty Works, 119 Clinton St., Buffalo, N. Y. 


843. Excelso Quality Water Heaters. Catalog describing a complete 
line of water heaters to be attached to furnaces, steam and hot 
water heating boilers. 8pp. Illustrated. Size, 314 x 64 in. 


Hess Warming & Ventilating Co., 1207 to 1229 South Western 
Avenue, Chicago, IIl. 


860. Hess Snow-White Steel Cabinets and Mirrors. A catalog with 
details of construction, dimensions, weights and prices of Snow- 
White stiel cabinets of various styles and mirror access doors and 
frames to pipe shaft. 16 pp. Illustrated. Size, 4 x 6 in. 


Jenkins Bros., 80 White Street, New York. 


1153. Jenkins Valves for Low Cost Valve Service An illustrated folder 
in color, showing various types of valves suitable for every purpose 
on Ac water, airor gas. Form 100. 16 pp. Size 3%x6% 
inches. 


The Kennedy Valve Mfg. Co., Elmira, N. Y. 


801. Kennedy Valves. Catalog No. 48. A catalog illustrating a 
complete line of gate, globe and angle, check, back-water and sewer- 
gas valves for every eke Dimensions, details and specifications. 
204 pp. Illustrated. Size, 5 x 8 in. 

802. Kennedy Pipe Fittings. Catalog No. 48. A catalog describing 
a complete line of malleable iron and cast-iron flanged pipe fittings, 
reducers and cast-iron flanges for every purpose. Details, dimen- 
sions and drilling templates. 204 pp. Thastraveds Size, 5 x 8 in. 


* 


a 


June 20, 1927 


DHE AMERICAN ARCHITECT 


REFERENCE LIST OF BUSINESS LITERATURE—Continued 


29. PLUMBING—Continued 


Kennedy Valve Mfg. Co., Elmira, N. Y. 


803. Kennedy Fire Hydrants. Catalog No. 48. A catalog describing 
a complete line of fire hydrants and accessories. Details, dimen- 
aor _and installation directions. 204 pp. Illustrated. Size, 

x 8 in. 


Thomas Maddock’s Sons Company, Trenton, N. J. 


696. Vitreous China Plumbing Fixtures. A valuable and complete 
catalog of vitreous china lavatories, drinking fountains, bidets, 
water closets, urinals, slop sinks, bathtubs, kitchen sink accessories. 
Completely illustrated with roughing-in diagrams. 242 pp. Iilus- 
trated. Size, 8 x 11 in. 


1354. Durrock Plumbing Fixtures. A conveniently indexed booklet 
illustrating and describing lavatories, closets and other plumbing 
fixtures made of Durrock. 62 pp. Illustrated. Size 6144x914 in. 


National Paper Products Co., Carthage, N. Y. 


1360. Architectural Specifications. Toilet Tissue and Paper Towel 
Installations. File Folder containing brief but complete information 
for specifying and installing Twinpax and No-Waste toilet tissue 
and Public Service paper towel holders. Price list included in 
A. 1. A. File No. 2913. 12 pp. Illustrated. Size 84x11 in. 


The Permutit Company, 440 Fourth Ave., New York City. 


105. Permutit (Water Rectification Systems.) Illustrated booklet. 
Describes all methods of softening water, including the original 
Zeolite process. For homes, hotels, apartment houses, swimming- 
pools, laundries, and industrial plants. Size, 844 x 11 in. 32 pp. 


Reading Iron Co., Reading, Pa. 


1112. Handbook and Price List of Reading Wrought Iron Pipe and 
Fittings. Tables of sizes and other data including specifications. 
50 pp. Illustrated. Size, 5 x 7 in. 


1113. Reading Wrought Iron Pipe. In the making and in service. 
Bulletin No. 1. Booklet covering historical data, manufacture of 
Reading pipe, advantages of wrought iron pipe, uses of wrought 
iron pipe, model specifications. Reading Iron Co., guarantee and 
mill specifications for wrought iron standard pipe. 32 pp. Lllus- 
trated. Size, 844 x 11 in. 


Ruud Manufacturing Co., Pittsburgh, Pa. 


1254. Ruud Auiomatic Gas Water Heaters. Form No. 860. General 
catalog illustrating and describing all types of Ruud automatic 
gas water heaters, including essential dimensions and other data. 
40 pp. Illustrated. Size, 8 x 1034 in. 


1255. Ruud Gas Water Heaters—Architects' Bulletin No. 16. Data 
fastened in file folder indexed A. I. A. File No. 29d2. Complete 
data for selecting, installing and specifying Ruud gas water heaters. 
Informative literature for filing. 22 pp. Illustrated. Size, 
8% x 11 in. 


The Soil Pipe Association, Brown-Marx Bldg., Birmingham, Ala. 


1298. Avoid Hidden Danger. Booklet describes the advantages of 
cast iron for soil, waste and vent pipes and sets forth its adapta- 
bility for use in all types of buildings. A chapter on the corrosion 
of metals is included. 16 pp. Illustrated. Size, 8}4 x 11 in. 


The Whitlock Coll Pipe Co., Hartford, Conn. 


1046. A looseleaf folder of water storage heaters, preheaters, water 
treatment, details and sales manual. 16 pp. Illustrated. Size, 
8% x 11 in. Bulletins, looseleaf, details and data water heaters 
and fuel oil heaters. 52 pp. Illustrated. Size, 51% x 8 in. 

Zahner Manufacturing Co., Kansas City, Mo. 

1323. For Better Homes—Metal Sinks—Shower Doors. Booklet illus- 
trates, describes and gives dimensions of kitchen and pantry sinks 
of different types, and glass and metal shower bath doors with 
metal angle buck. Loose sheets containing illustrations, details and 
specifications, indexed with the A. I. A. File No. 29-h, are included. 
16 pp. Illustrated. Size 834 x 11% in. 


30. HEATING AND VENTILATING 


American Gas Products Corp., 376 Lafayette St., New York City 


1238. Live in the House that Gas Heats. Booklet describes Ideal Gas 
boilers, made in various sizes from 225 sq. ft. to 8,000 sq. ft. steam 
rating or 375 to 13,000 sq. ft. hot water rating. Ratings, dimensions 
and assembly drawings are included. 8 pp. Illustrated. Size, 
814 x 11 in. 


American Radiator Co., 40 West 40th St., New York City. 
427%. Ideal-Arcola Heating Outfit. A book describing a system of 


hot water heating for small and medium size houses. The boiler 
is placed in a room and resembles a stove. No cellar required. 
The ash carrying reduced to a minimum. 24 pp. Illustrated. 


Size, 6 x 8% in. 

Buckeye Blower Co., Columbus, Ohio. 

960. Heatovent System. Bulletin No. 123. Illustrating individual 
heating and ventilating units for schools and places of public 
assemblage. Engineering data, details and specifications. 14 pp. 
Tilustrated. Size, 8 x 104 in. 


Buffalo Forge Company, 490 Broadway, Buffalo, N. Y. 

976. Fan Engineering. An engineering handbook in three parts: 
Physical properties of air, heat and humidity; air movement for 
heating, ventilation, forced draft, etc.; performance tables and 
general information concerning standard apparatus for fan work; 
appendix, tables. 610 pp. Illustrated. Size, 444 x 7 in. Price, 
$4.00. : 

1189. Niagara Conoidal Fans, Catalog No. 421. Describes, illustrates 
and gives various sizes and types of ventilating fans. A valuable 
booklet of interest to architects and engineers designing ventilating 
systems. . 52 pp. Illustrated. Size, 814 x 11 in. 


Burnham Boller Corporation, Irvington, Ne Ye ; 

800. Letters To and Fro. A booklet which explains the difference 
between steam, hot water and vapor systems of heating and the 
relative cost of each. Questions, answers and boiler data. 34 pp. 


Size, 7 x 10 in. 


Dahlquist Manufacturing Co., South Boston, Mass. 


1230. Special Copper Boiler installations of 2,000 gallons or larger. 
Pressure tested, heaviest Lake copper. Also expansion joints. 4 
pp. Illustrated. Size, 6x 6% in. 


Dayton-Dowd Company, Quincy, IIl. 


1317. Dayton-Dowd House Service and Tank Filling Pumps. Bulletin 
No. 250 briefly describes and gives characteristics and specifications 
for Dayton-Dowd Type CST Tank filling pumps. 4 pp. Illustrated. 
Size 7% x 10% in. 

1318. Dayton-Dowd Sump Pumps and Sewage Ejectors. Single and 
duplex styles. Bulletin No. 264 contains table of standard sizes, 
brief description and typical specifications of Dayton-Dowd type 
SSV sump pumps and sewage ejectors. A. I. A. File No. 29-c-1. 
4 pp. Illustrated. Size 7144 x 105 in. 


The Duriron Company, Dayton, Ohio. 

1009. Duriron Ventilating Fans and Hoods. Bulletin No. 140. 
Bulletin describing a line of electrically driven exhaust fans for use 
with acid and other corrosive fumes in industrial plants and labor- 
atories. Also non-corrosive equipment for laboratory hoods. 
20 pp. Illustrated. Size, 844 x 11 in. 


Electrol, Inc., of Missouri, St. Louis, Mo. 


1261. Heat, How and When You Want It. Oil heating with the 
Electrol. Booklet illustrating and describing the Electrol all 
electric oil burner for use in residences, public buildings, commercial 
and industrial buildings. Partial list of installations of electrol is 
given. Specifications of the equipment are included. 20 pp. 
Illustrated. Size, 6 x 9 in. 


The Frost Manufacturing Co., Galesburg, Ill. 


1143. Ross Steel Boilers, Catalog 4A. Describes Ross steel boilers for 
steam or hot water heating, smokeless for coal or oil burning. 
Dimensions and data for boilers of steam ratings from 400 to 27,000 
a i ort water, 640 to 43,200 square feet. 16 pp. Illustrated. 

ize, 6 x 9 in. 


1144. Frost Boilers, Catalog No. 172. Illustrates and describes frost 
horizontal tubular boilers for 100 and 150 pounds working pressure. 
Details, measurements and tables of brick quantities required for 
setting. 32 pp. Illustrated. Size, 814 x 11 in. 


General Electric Co., Schenectady, N. Y. 

1128. Visual Supervision for Ventilation Control. Bulletin GEB-11 
on the advantages of remote indicating control to the owner. 4 pp. 
Illustrated. Size, 544 x 7% in. 


Gillis & Geoghegan, 545 West Broadway, New York City. 

969. TheG & G Telescopic Hoist. A catalog containing specifications 
in two forms: (1) using manufacturer's name, and (2) without using 
manufacturer’s name. Detail in 14-inch scale for each telescopic 
model and special material handling section. Fully illustrated with 
photographs of actual installations and descriptive matter of same. 
24 pp. 2colors. Illustrated. Size, 844 x 11 in. 


Hardinge Brothers, Inc., 4149 Ravenswood Ave., Chicago, Me 

1258. Hardinge Fuel Oil Burner: from Bungalow to Skyscraper. 
Booklet illustrating and describing the Hardinge fuel oil burner, 
including the history of Hardinge and advantages of this burner. 
For domestic and industrial heating plants. 20 pp. Illustrated. 
Size, 84% x 11% in. 


Hart & Cooley Mfg. Co., New Britain, Conn. 

712. Wrought Steel Registers and Grilles. Catalog No. 24. A catalog 
of wrought steel floor, baseboard and wall registers, cold air intakes, 
lock registers, ventilators, furnace regulators and accessories. 
Dimensions, details and price lists. 80 pp. Illustrated. Size, 
734 x 10 in. 

1065. Wrought Grilles. Folder No.8. Bulletin containing examples 
of the best methods of installing grilles under conditions most 
commonly encountered, details and specifications. 6 pp. Tilus- 
trated. Size, 844 x 11 in. 


Heggie Simplex Boller Co., Joliet, Ill. 

1070. Catalog No. 26. Heggis-Simplex Electric Welded Steel Heat- 
ing Boilers. Descriptive illustrations and detailed data on size, 
ratings, etc. 22 pp. Illustrated. Size, 84% x 10% in. 


Hess Warming and Ventilating Co., 1207-1229 South Western 
Ave., Chicago, Ill. 

178. Modern Furnace Heating. An illustrated book on the Hess 
Welded Steel Furnaces. Pipe and Pipeless, notes for installation, 
sectional views, showing parts and operation, dimensions, register 
designs, pipes and fittings. Size, 6 x 9% in. 48 pp. 


Ilg Electric Ventilating Co., 2850 North Crawford Ave., Chicago, 
Il 


1; 

1072. Looseleaf Catalog. Illustrating electrical ventilating equipment 
complete encyclopedia on modern methods of ventilating and 
heating stores, offices, theatres, restaurants, garages, houses, public 
buildings. 400 pp. Illustrated. 

41073. Instructionsfor Installing Ilg Ventilating Fans. A book of interest 
to the architect and engineer. Includes diagrams and instructions 
for ventilation of various types of buildings. 


Illinois Engineering Co., 21st St., Racine Ave., Chicago, Ill. 

1280. Vapor Details Bulletin 22. A concise and simple explanation 
of True Vapor Heat, describing Illinois Heating Systems and Vapor 
Specialties. Contains a great deal of Engineering information with 
detail sheets relative to the installation of Epics Systems in 
various types of office and residential buildings. It also gives 
standards for computing radiation and boiler sizes compiled by the 
Standardization Committee of the Chicago Master Steamfitters’ 
‘Association. A. I. A. File No. 30c2. 24 pp. Illustrated. Size, 
814 x 11 in. 


1281. Illinois Engineering Company Bulletins. Bulletin 14, Steam 
Heating Specialties; 45, Non Return Valves; 103, Pressure Re- 
ducing Valves; 203, Back Pressure and Relief Valves; 33, Eclipse 
Steam Traps; 53, Separators, Oil and Steam; 703, Eclipse Pump 
Governors, Balanced Valves. Number of pages varies. Illus- 
trated. Size, 84% x 11 in. 
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REFERENCE LIST OF BUSINESS LITERATURE—Continued 


30. HEATING AND VENTILATING—Continued 
Jenkins Bros., 80 White Street, New York, 


1152. Jenkins Fig. 700 Modulating Valve. A Bulletin descriptive of a 
new supply control radiator valve for low pressure steam, vac- 
uum, and vapor heating. A. I. A., file number 30-C-2. 4 pp. Illus- 
trated. Size 834 x 11 inches. 


Jchnson Service Company, 149 Michigan St., Milwaukee, Wis. 


391. The Regulation of Temperature and Humidity. A description 
of the Johnson System of temperature regulation and humidity 
control for buildings; showing many kinds of thermostatic appliances 


for automatically maintaining uniform temperature. 63 pp. 
Illustrated. Size, 814 x 11 in. 

392. Johnson Electric Thermostat, Valves and Conirollers. A catalog 
of devices mentioned in the title. 24 pp. Illustrated. Size, 
34 x 6 in. 

Kewanee Boiler Co., Kewanee, Ill. 

840. Kewanee Boilers. Catalog 78, Firebox Boilers; Catalog 79, 
Power Boilers; Kewanee Boilers in Omaha Schools. Complete 


details, dimensions, setting diagrams, designing data, specifications 
and accessories. 52, 34 and 16 pp. Illustrated. Size, 6x9 in. 


841. Kewanee Radiators and Equipment. Catalog No. 77, Radiators. 
Catalog 75, Water Heating Garbage Burners. Tobasco Water 
Heaters and Tanks of all kinds; Selecting the Heating Boiler. 
Complete details, dimensions, setting diagrams. Designing data 
and specifications. 24, 30 and 16 pp. Illustrated. ize, 6x9 in. 
and, 5-x 8) 1n: 


Modine Manufacturing Co., Racine, Wis. 

1348. Thermodine Unit Heater. Catalog No. 127 contains complete 
information, details of construction, dimensions, piping arrange- 
ments, capacities, and architectural and engineering data on the 
Thermodine Unit Heater. 24 pp. Illustrated. Size 814x11 in. 


National Tube Co., Frick Bldg., Pittsburgh, Pa. 


670. National Bulletin No. 25B. Third Edition. Devoted to the 
installation of steel pipe in large buildings, architectural anti- 
corrosion engineering, gas piping, specifications and tables of 
strength and properties. 74 pp. Illustrated. Size, 834 x 10% in. 


The Herman Nelson Corporation (formerly Moline Heat), Moline, 
Thi. 


411. Univent Ventilation. Architects’ and Engineers’ Hdition. A 
scientific treatise on ventilation for schools, offices and similar 
buildings: with 40 pages of engineering data on ventilation for archi- 
tects and engineers. 72 pp. 


1115. Invisible Radiator, Herman Nelson. Book descriptive of the 
Herman Nelson Invisible Radiator which can be installed in 
any ordinary wall or partition without special construction. 
Illustrated in color; 16 pp. Size, 844 x 11lin. Booklet of mechanical 
data showing method of installation, tables of standard sizes, sq. 
ft., radiation equivalent, etc., of the Invisible Radiator for steam, 
vacuum and vapor systems. 24 pp. Illustrated. Size, 6 x 914 in 


New York Blower Co., 2258 South Halsted St., Chicago, IIl. 


1211. Type ME fan Catalog No. 100 illustrates and describes type 
ME air moving apparatus. This catalog contains dimensions and 
capacity of various size fans and includes specifications and other 
valuable engineering data. 32 pp. IIl., size 8% x 11 inches. 


1212. Comet Unit-Heaters. Bulletin No. 85. Folder contains general 
description, dimensions, general data and capacities of Comet 
Unit-Heaters. 4 pp. Ilustrated. Size, 814 x 11 in. 


Pacific Steel Boiler Corp. of Illinois, Waukegan, III. 


1071. Bulletin SC-26. Descriptive illustrations and specifications. 
Pacific Direct Draft and Up Draft Smokeless Boilers; Bulletin 
OF-26 covers Pacific Oil Fired Boilers; Bulletin RT-26 Pacific Steel 
Residence Boilers; and DD-26 Pacific Down Draft Boilers. 


Peerless Unit Ventilation Co., Inc., Skillman Ave., and Hulst St., 
Long Island City, N. Y. 


1048. PeerVent Heating and Ventilating Units. Booklet descriptive 
of Unit heating and ventilating units, mechanical features and 
advantages. Directions for laying out unit systems, complete 
engineering data and details of standard units. 62pp. Illustrated. 
Size, 844 x 10% in. 


1335. Peerless Industrial Unit Heaters for factories, mills, garages and 
other Industrial buildings. Catalog illustrates and describes Peerless 
Unit Heaters and their use in industrial buildings. Engineering 
data and installation dimensions are included. 16 pp. Illustrated. 
81 x 1lin. 


Richardson & Boynton Co., New York, N. Y., Chicago, IU. 
Philade!phia, Pa., Providence, R. I., Boston, Mass. 


290. Th: Richardson Vapor Vacuum-Pressure Heating System. An 
interesting book which presents in clear non-technical language 
the principles of Vapor-Vacuum-Pressure heating; the economy 
over o-dinary steam heating, steam and hot-water systems may be 
altere | to use the principle with views of buildings where the V-V-P 
system is installed. 14 pp. Illustrated. Size, 8 x 11 in. 


291. Perfect Warm Air Furnaces. No. 203. Contains a full descrip- 
tion of various types of warm air furnaces and parts, with dimen- 
sions and necessary data. 24 pp. Illustrated. Size, 8 x 10% in. 


B. F. Sturtevant Co., Hyde Park, Boston, Mass. 


1084. Mulltivane Fans. Catalog No, 271. A-IA File No. 30-d1. 
Catalog gives dimensions, capacities, horse-powers, performance 
tables, specifications and detail description of Multivane fans. 
Design No. 3. 96 pp. Illustrated. Size, 8% x 11 in. 


1085. Silentvane Fans. Catalog No. 290. Illustrates and describes 
fans as installed in ventilating systems of buildings shown. Catalog 
includes Designs 1 and 2 with performance tables, dimension sheets 
and specifications. A-IA File No. 30-d1. 92 pp. Illustrated. 
Size, 84% x 11 in. 


The Thatcher Co., Thatcher Bldg., 39 St. Francis St., Newark, J. N- 

748. Thatcher Boilers and Thatcher Furnaces. Catalog describing 
a series of cast-iron steam and hot water heating boilers and also 
one describing a series of cast-iron warm air heaters. Accessories, 
details and dimensions. 80 pp. and 24 pp. Illustrated. Sizes, 
4144 x 7% and 8 x 11 in. 

1285. Helpful Hints on Choosing your Heater and Economical Warmth. 
Booklets on the subject of house heating of interest to architects and 
their clients. 20 pp. and 8 pp. Illustrated. Size, 344 x 6/4 in. 

Williams Oil-O-Matic Heating Corp., Bloomington, IIl. 

1236. Oil Heating—What it means to the architect. A booklet of 
facts and information on the subject of oil burning equipment for 
heating and data pertaining to the Williams Oil-O-Matic Oil Burner 
with suggested specifications. Indexed for filing. A.I. A. File No. 
30gl1. 24 pp. Illustrated. Size. 814 x 11 in. 

Young Pump Co., 450 East Ohio St., Chicago, Ill. 

1232. Young Centrifugal Vacuum and Boiler Feed Pump. Bulletin 
No. 6. Electrically driven centrifugal vacuum and boiler feed 
pumps described and illustrated. Capacities, dimensions and speci- 
cations are included. 16 pp. Illustrated. Size, 8 x 11 in. 


31. ELECTRICAL WORK 


Frank Adam Electric Co., St. Louis, Mo. 


629. The Control of Lighting in Theatres. A book describing means 
for complete control of lighting the stage, auditorium and other 
parts of the theatres with distribution schedules and specifications. 
Also specifications of control to Masonic buildings, schools and 
colleges. 32 pp. Illustrated. Size, 8 x 11 in. 


741. Panel Board Catalog No. 32. A complete catalog of standard 
panel boards, steel cabinets, switches and accessories. 48 pp. 
Illustrated. Size, 734 x 1034 in. 


Enameled Metals Co., Pittsburgh, Pa. 


584. Pittsburgh Standard Rigid Condutt. A catalog describing 
patented thread protected enameled conduit and galvanized conduit 
with specifications and useful wiring data. 31 pp. Illustrated. 
Size, 644 x 9% in. 


The Frink Co., Inc., 24th St. and 10th Ave., New York City. 


150. Light Service for Hospitals. Catalog No. 426. A booklet illus- 
trated with photographs and drawings, showing the types of light 
for use in hospitals, as operating table reflectors, linolite and mul- 
tilite concentrators, ward reflectors, bed lights and microscopic 
reflectors, giving sizes and dimensions, explaining their attouine 
fitness for special uses. Size, 7x10in. 12 pp. 

218. Picture Lighting. Booklet No. 422. A pamphlet describing 
Frink Reflectors for lighting pictures, art galleries, decorated ceilings, 
cove lighting, the lighting of stained glass, etc., and containing a list 


of private and public galleries using Frink Reflectors. 24 pp. 
Illustrated. Size, 544 x7 in. 
219. Frink Reflectors and Lighting Spectalties for Stores. Catalog 


No. 424. A catalog containing a description of the Frink Lighting 
System for Stores; the Synthetic System of Window Illumination; 
and a number of appliances to produce the most effective lighting 
of displayed objects. 20 pp. Illustrated. Size, 8 x 11 in. 


220. Frink Lighting Service for Banks and Insurance Companies’ 
Reflectors. Catalog No. 425. A very interesting treatise on the 
lighting of offices; with details of illustrations and description of 
lamps and reflectors. Contains a list covering several pages of 
banks using Frink Desk and Screen Fixtures. 36 pp. Illustrated. 
Size, 834 x 11 in. 


General Electric Co., Schenectady, N.©Y. 

1129. General Electric Catalog 6001B. A complete catalog of 
electrical material, equipment and appliances made by G. E. 
catalog is conveniently thumb-indexed and bound in boards. A 
valuable volume for all vho specify, buy or install electrical equip- 
ment. 1104 pp. Illustrated. Size, 8x 10} in. 


Gleason-Tiebout Glass Co., Fifth Ave. Bldg., New York City. 


1256. Enclosing Globes. Lighting glassware. Booklet illustrates 
and gives sizes of plain and decorated enclosing glass globes of 
various shapes and designs. 24 pp. Illustrated. Size, 9x 12 in. 


1257. Gletian—Lighting Glassware. Booklet illustrates various 
shapes and designs of lighting glassware made in Gletian or Celesti- 
lite glass with brown, blue, green, coral or gray decorations in glass 
or mat finishes. 16 pp. Illustrated. Size, 9 x 12 in. 


Graybar Electric Co., 100 E. 42d St., New York. 

1052. A complete catalog of electrical supplies distributed by the 
Graybar Electric Company. The 1925 edition of the ‘‘ National 
Electric Code’’ of the National Board of Fire Underwriters is 
apelecee a well as valuable electrical data. 1012 pp. Illustrated. 

ize, 8 x 11 in. 


1108. Fan Catalog, 1927, for A. C. and D. C. circuits, non-oscillating, 
oscillating, ceiling and ventilating (exhaust) fans. Descriptive 
specifications and details. 32 pp. Illustrated. Size, 544 x 8% in. 


The Edwin F. Guth Co., St. Louis, Mo. 


1185. Guth Lighting Equipment. Catalog No. 15, in either bound or 
loose leaf form, illustrating lighting fixtures suitable for public 
buildings, hotels, banks, hospitals, schools, residences, etc. A. I. A 
File No. 31f23. 96 pp. Illustrated. Size, 844 x 11 in. 


1186. Aglite and _Guthlite. Folders describing and illustrating the 
Guthlite Super-Illuminator and Aglite Porcelain Enameled Illumi- 
nators, Each folder A. I. A. File No. 31f23. 4 pp. Illustrated. 
Size, 844 x 11 in. 


The Hart & Hegeman Mfg. Co., 342 Capitol Ave., Hartford, Conn. 


1209. Electric wiring devices, Catalogue S contains complete informa- 
tion on ‘“‘H & H” switches, sockets, receptacles and wiring devices. 
A valuable reference book for the architects’ building materials li- 
brary. 123pp. Ill. Size 8% x 10 inches. 


1355. A Winning Hand in Plates. One sheet illustrating and describ- 
ing the new H. & H. art plates hand etched on heavy brass for 
switch and convenience outlet cover plates. A. I. A. File No. 3lc7. 
2 pp. Illustrated. Size 814x11 in. 
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REFERENCE LIST OF BUSINESS LITERATURE—Continued 


31. ELECTRICAL WORK—Continued 


Harvey Hubbell, Inc., Bridgeport, Conn. 


297%. Electrical Specialties. Catalog No. 17, 1921. This catalog 
contains descriptions with prices of the thousand and one items 
connected with electric light, electric alarm and small electric 
appliance installations in modern buildings. 104 pp. Illustrated. 
Size, 8 x 10% in. 


401. Hubbell Flush Door Receptacles. Description of a safe, con- 
venient and practical wall outlet de luxe for fine residences, clubs, 
peels public buildings and offices. 4 pp. Illustrated. Size, 

n. 


Kanne & Bessant, 211 East 45th St., New York City. 


1294. Lamps and Shades, Catalog No. 10. Illustrates reproductions 
of early American pewter lamps adapted to modern use. Catalog 
also includes other early American types for both table and floor. 
In brass, iron and glass. Supplement to Catalog No. 10 includes other 
lamps and shades, sconces, fire screens and andirons. Over all 
dimensions of fixtures and lamps are given. Catalog 8 pp.; sup- 
plement 20 pp. Illustrated. Size, 6x9 in. 


The Lincoln Electric Co., Dept. 11-11, Cleveland, Ohio. 


1216. Lincoln Motors. Two booklets: (a) motors for electric elevators; 
(6) ‘‘Line-Weld’’ motors. Both booklets completely describe the 
construction of motors made of welded steel and contain valuable 
data on motors and their construction—(a) 2 pp., (6) 26 pp. Illus- 
trated. Size, 734 x 11 in. 


Pittsburgh Reflector Co., Pittsburgh, Pa. 


1101. Show Window Lighting. A, I. A. File No. 31f 14. Booklet 
illustrating and describing various types of reflectors, conduit, 
spot lights, flood lights, and color lights used for show windows. 
Book contains valuable technical data and details of space required 
for reflectors, etc. 28 pp. Illustrated. Size, 834 x 11 in. 


1102. Cove Lighting. A. I. A. File No. 31f 17. Descriptive and 
apparent candle power distribution diagrams of various types of 
reflectors used for indirect or cove lighting. Book includes “‘easy- 
to-install’’ conduit, and details of typical cove lighting installations. 
24 pp. Illustrated. Size, 844 x 11 in. 


Se rereacarlaon Telephone Mfg. Co., Rochester, New York, 


304. Inter-Communicating Telephone Systems. Bulletin No. 1017, 
A pamphlet giving just the information required for the installation 
of intercommunicating systems from 2 to 32 stations capacity. 15 
pp. Illustrated. Size, 734 x 10 in. 


Youngstown Sheet and Tube Co., Youngstown, Ohio. 


1017. Electrical Conduit. Circular giving complete data about 
Buckeye Rigid Conduit and Realflex Flexible Steel Armored Cable 
with specifications. 6 pp. Illustrated. Size, 844 x 11 in. 


32. REFRIGERATION 


Armstrong Cork & Insulation Company, Pittsburgh, Pa. 

1307. Refrigerated Drinking Water for Mills, Public Buildings, Ho- 
tels, Office Buildings, Etc. An informative booklet that adequately 
covers the subject of refrigerated Drinking Water. Valuable tables 
to assist in laying out drinking water systems are included as well 
as a partial list of installations. A. I. A. File No. 32d. 52 pp: 
Illustrated. Size, 744 x 10% in. 


Baker Ice Machine Co., Inc., Omaha, Neb. 

661. Baker System Refrigeration. A catalog explaining the appli- 
cation of refrigeration for hotels, hospitals, institutions and restau- 
rants requiring up to 50 tons daily capacity including mechanical 
details and specifications. 20 pp. Illustrated. Size, 9x 12 in. 


Frick Co., Waynesboro, Pa. 


1290. Ice and Frost. Series I, No. 4. Enclosed type Compressors 
and Refrigerating Equipment. A brief outline of the advantages 
and uses of modern mechanical refrigeration. A few installations 
of ees equipment are illustrated. 48 pp. Illustrated. Size, 
6x9 in. 


Frigidaire, Dayton, Ohio. 


962. Frigidaire. Booklet describing installations and details of 
automatic refrigerating equipment for residential hotels and apart- 
ment buildings. 50 pp. Illustrated. Size, 834 x 11 in. 


General Refrigeration Company, Beloit, Wis. 


1349. The ABC of Electrical Refrigeration. A booklet outlining the 
history of refrigeration both natural and mechanical. An interest- 
ing and simple explanation of the operation of Lipman refrigeration 
machines is given. This booklet is valuable as an aid toward secur- 
ing an understanding of modern mechanical refrigeration. 24 pp. 
Ill. Size 8% x 11 in. 


1350. Lipman Automatic Refrigeration. A series of folders setting 
forth the advantages of the use of Lipman machines for automatic 
refrigeration as applied to various uses, such as restaurants, hotels, 
commercial, florists shops, dairys, etc. Each folder 4 pp. Ill. Size 

- 8% x 11. 


Jamison Cold Storage Door Co., Hagerstown, Md. 


1271. Cooler and Freezer Doors, Refrigerator Fronts and Automatic 
Ice Chutes. Catalog No. 13. Complete description and inform- 
ation on cold room products, such as standard cooler and sharp 
freezer doors, fireproof cooler and freezer doors, vestibule doors, 
vertical sliding cold storage doors, cold storage windows, refrigerator 
fronts, can passing vestibules, and automatic ice chutes. 70 pp. 
Illustrated. Size, 844 x 11 in. 


Ly ae Refrigerator Company, 27 Chandler Street, Buffalo, 


655. Manual of Refrigerators. This manual completely describes 
the construction of refrigerators for use in hotels, clubs, hospitals, 
institutions and residences, with specifications. Numerous plans 
showing size and arrangement of refrigerators in kitchens, service 
aus lunch rooms are included. 30 pp. Illustrated. Size, 844x 

in. 


L. Mundet & Son, Ine., 461 Eighth Ave., New York City. 


1104. Insulation for Refrigeraling Systems. Folder describing jointile 
pure baked cork board and its application to general cold storage 
construction. 12 pp. Illustrated. Size, 314 x 8 in. 


The Servel Corporation, 51 East 42d St., New York City. 

1295. Filirine Water Cooling Equipped with Servel Electric Refrigera- 
tion. Folder illustrates and describes self-contained cabinet type 
Filtrine Water Coolers and the remote type Filtrine Water Cooler. 
Filtrine Water Coolers are particularly adaptable for use in theatres, 
public buildings, industrial plants, banks, offices, hospitals, clubs 
and restaurants. 6 pp. Illustrated. Size, 814 x11 in. 

1326. Servel Electric Refrigeration for Household Use. Architect’s 
Data. Booklet bound in index tab filing folder. Complete informa- 
tion on all models of Servel electric refrigerators including dimen- 
sions and suggested specification. A. I. A. File No. 32-c-3. 24 pp. 
Illustrated. Size 84% x 11 in. 


33. ELEVATORS AND ACCESSORIES 
General Electric Co., Schenectady, N. Y. 


1127. Elevator Equipment Bulletins. GEA-184. Electric Elevator 
Equipment in the Equitable Life Assurance Society Building, New 


York City. No. 61311 multi-speed induction motors for elevator 
service. No. 61308 varying speed induction motors for elevator 
service. GEA-63 Type GTE Gearless Traction Motors for elevator 
service. No. 61310 Double Motor Type, multi-speed induction 


motors for elevator service. Bulletins illustrate and describe 
motors and give all over dimensions. Each Bulletin, 4 pp. Illus- 
trated. Size, 8x 1044 in. 


Kimball Bros. Co., Council Bluffs, Iowa. 


742. Kimball Straight Line Drive Elevators. A complete catalog of 
passenger, freight and garage traction elevators, push button 
elevators, dumbwaiters, sidewalk and ash hoist elevators, 36 pp. 
Illustrated. Size, 8144 x 11 in. 


Otis Elevator Co., 260 Eleventh Ave , New York City. 


651. Otis Geared and Gearless Traction Elevators. Leaflets describing 
all types of geared and gearless traction elevators with details of 
machines, motors and controllers for these types. Illustrated. 
Size, 84% x 11 in. 


652. Escalators and Inclined Elevators. A comprehensive catalog 
illustrating the use of escalators for transporting people in stores, 
subways, railivuad stations, theatres and mills; also inclined freight 
elevators for stores, factories, warehouses and docks adjustable to 
tide levels. 22 pp. Illustrated. Size, 8% in. 


Richards-Wilcox Mfg. Co., Aurora, Ill. 


795. ‘‘Ideal’’ Elevator Door Hardware. Catalog No. 37. A catalog 
showing hangers for every type of elevator doors hand operated, 
interlocking door controllers, bar locks and accessories. 56 pp. 
Illustrated. Size, 844 x 11 in. ; 


Sedgwick Machine Works, 150 West 15th St., New York City. 


1341. Sedgwick Dumb Waiters and Elevators. Catalog P contains 
valuable information, standard sizes, installation details and other 
data on hand power dumb waiters, fuel and log lifts, freight elevators, 
invalid elevators, automobile elevators and sidewalk elevators. 
Experience of nearly 35 years in the design, manufacture and in- 
stallation of hand power dumb waiters and elevators for all purposes 
has been drawn upon in the compilation of this catalog. 32 pp. 
Illustrated. Size, 814 x 11 in. 


A. B. See Electric Elevator Co., 52 Vesey St., New York City. 


169. Photographs and description in detail of elevator equipment 
manufactured by the A. B. See Electric Elevator Co. Size, 6x 8 in. 


34. POWER PLANT 


Delco Light Co., Dayton, Ohio. 


1218. Cooling Your Drinking Water Supply with Frigidaire. Descrip- 
tive booklet on the cooling of drinking water for public buildings, 
feces ee schools, restaurants, etc. 8 pp. Illustrated. 

ize, 6 x 9 in. 


35. EQUIPMENT, STATIONARY 


American Stove Co., St. Louis, Mo. 


1050. Handbook on Gas Ranges for Architects and Builders. A 
practical book of data on gas ranges and pipe sizes for the files of the 
architect and specification writer. 32 pp. Illustrated. Size, 
834 x 114 in. 


Champion Dish Washing Machine Co., 15th and Bloomfield Sts., 
Hoboken, N 

1178. Safe Road to Increase Profits. Illustrated catalog which points 
out proven ways in which hotels and restaurants can save through 
application of modern equipment. Specifications for each Champion 
Model are given. (Blue prints covering each machine showing sizes 
and location of connections, etc., are also available.) 34 pp. Iilus- 
trated. Size, 7 x 10 in. 


R. W. Clark Mfg. Co., 4311 Ravenswood Ave., Chicago, Ill. 


41151. Clark Directories and Bulletin Boards. A.I. A. File No. 35n3, 
Interchangeable letter equipment for office building directory, 
hotel, bank, apartment and public building directory and bulletin 
boards. Booklet ready for filing contains detail drawings with 
dimensions and specifications for various styles and sizes of bulletin 
and directory boards. 8 pp. Illustrated. Size, 834 x 11 in. 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Page 33 


> 


Page 34 


35. EQUIPMENT, STATIONARY—Continued 


J. C. Deagan, Inc., 189 Deagan Bldg., Chicago. 

183. Deagan Tower Chimes. Describing the important features of 
Deagan Tower Chimes and including information concerning the 
space requirements and construction required for installing chimes 
in towers and belfries. 8 pp. Size, 844 x 11 in. 


W. F. Dougherty & Sons, Inc., 1009 Arch St., Philadelphia, Pa. 


764. Kitchen Equipment for Hotels and Institutions. Several catalogs 
covering a complete line of cooking apparatus. 


G & G Atlas Systems, Inc., 545 West Broadway, New York City. 


983. G & G Atlas Pneumatic Tube Systems. A circular explaining 
the advantages of pneumatic tube systems for department stores. 
banks, hotels, office buildings, hospitals and industrial plants 
wecs pee of installations and details. 12pp. Illustrated. Size 
84% x ll in. 


Kerner Incinerator Co., 641 E. Water St., Milwaukee, Wis. 

1291. Incinerators (Chimney-fed), Catalog No. 15._ (Architects’ and 
Builders’ Edition.) Describes principle and design of Kernerator 
chimney fed Incinerators for residences, apartments, hospitals 
schools, apartment hotels, clubs and other buildings. Shows all 
standard models and gives general information and working data. 
16 pp. Illustrated. Size, 84x 11 in. 


1292. The Sanitary Elimination of Garbage and Household Waste. 
Folder contains complete information on the Kernerator for resi- 
dences. 8pp. Illustratea. Size. 8144 x 11 in. 


Quick Meal Stove Co., Division of American Stove Co., St. Louis 
Mo. 


595. Catalog No. 131. A catalog of gas (also combination of coal and 
cook stoves; gas boilers, soldering furnaces, cake bakers, hot plates, 
water heaters, gas heaters for rooms. Lorain Oven Heat regula- 
tions, etc. 56 pp. Size, 6x9 in. 


Richardson & Boynton Co., New York, N. Y., Chicago, II 
Philadelphia, Pa., Providence, R. I., Boston, Mass. 

292. Perfect Cooking Ranges. Description and dimensions of the 

complete line of the new high enamel finish Richardson Perfect 

ranges with charts and information regarding combination coal 

and gas cooking ranges. 40 pp. IIlustrated. Size, 8}4 x 11 in. 


The Spencer Turbine Co., Hartford, Conn. 


1239. Spencer Central Cleaning Systems. Vacuum cleaning appa- 
ratus for all purposes. Booklet completely describes the Spence 
System of vacuum cleaning. A large number of buildings using this 
system are illustrated. 32 pp. WUllustrated. Size, 844 x11 in. 

1240. Spencer Engineering Data Book. Handbook contains notes on 
vacuum cleaning and central cleaning plants, its installations, equip- 
ment and use. Valuable tables, notes and information useful in 
laying out central vacuum cleaning systems are included. 345 pp. 
Illustrated. Size, 4144 x 7% inches. 


36. CONSTRUCTION PLANT 


37. INSULATION 
Armstrong Cork & Insulation Co., 162 24th St., Pittsburgh, Pa. 


1273. Armstrong's Cork Board Insulation for Walls and Roofs of 
Buildings. Ready to file catalog prepared and edited by the 
Architectural Council of Minneapolis, containing complete informa- 
tion on cork board insulation, arranged especially for the use of the 
specification writer and drafting room. A valuable reference 
ee A. I. A. File No. 37b4. 66pp. Illustrated. Size,94 x 
1134 in. 


The Philip Carey Co., Lockland, Cincinnati, Ohio. 


379. Pipe and Boiler Coverings. Catalog 1362. A catalog and manual 
pipe and boiler coverings, cements, etc. Contains a number of 
valuable diagrams and tables. 71 pp. Illustrated. Size, 6x 9 in. 


The Celotex Co., 645 North Michigan Ave., Chicago, III. 


1063. Celotex Specifications. Specifications and details for Celotex 
insulating lumber. Arranged for Architects’ files. 12 pp. Illus- 
trated. Size, 844 x 11 in. 


Cork Import Corporation, 345-349 West 40th St., New York City. 


1251. Novoid Cork Covering, for refrigerated fines and tanks and 
drinking water systems. Folder describes the material and gives 
suggested specifications. 6 pp. Illustrated. Size, 844 x 11 in. 


1252. Novotd Corkboard Insulation. Folder illustrates and describes 
corkboard made in sheets 25 x 37 inches, split and finished full 
standard 12 x 36 inches in 1, 144, 2,3 and 4 inch thicknesses. 6 pp. 
Illustrated. Size, 844 x 11 in. : 


The Insulite Co., Builders Exchange Building, Minneapolis, Minn. 


1180. The Insulation of Roofs with Insulite. Containing a chart for 
the calculation of the saving in coal and radiation from the insula- 
tion of any type roof. Instandard A.1. A.folder. Size, 844 x 11 in. 


1181. Prevention of Condensation. A folder describing methods in 
the prevention of condensation and a chart from which the neces- 
sary insulation may be calculated. In standard A. I. A. folder. 
Size, 84% x 11 in. 


38. LANDSCAPE. 
Robert C. Reeves Co., 187 Water St.. New York City. 


1225. Dubois Woven Wood Fence. Made in France. Booklet describing 
the uses, construction and erection of woven wood fences. A list 
of installations in the United States and price list are included. The 
use of these fences are well shown by a series of plates. 8 pp. 10 
plates. Size, 544 x 6% in. 
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REFERENCE LIST OF BUSINESS LITERATURE—Continued 


39. ACOUSTICS 


The Celotex Co., 645 North Michigan Ave., Chicago, Il. : 

1063. Acousti-Celotex Specifications. Specifications and details for 
the application and decoration of Acousti-Celotex for acoustical 
treatment. 12 pp. Illustrated. Size, 84 x 11 in. 


Johns-Manville Corp., 292 Madison Ave., and 41st St., New York 
City. : i 

710. Architectural Acoustics. A treatise on the correction of arch- 
itectural acoustics in churches, schools, hospitals, office buildings 
and other places. 24 pp. Illustrated. Size, 6 x 9 in. 


National Building Units Corporation, 1600 Arch St., Philadel- 
phia, Pa; ; 
1246. Sound Absorption of Cinder Concrete Building Untts. Bulletin 
No. 1 Technical Series. This bulletin interprets the results of in- 
vestigations conducted by the University of Toronto and the Detroit 
Testing Laboratory on the sound absorption of cinder concrete 
building units and other materials. 8pp. Illustrated. 8}4x1lin. 


40. REGULATIONS 


I PLANS AND DESIGNS 


Amertean Face Brick Assoelation, 1754 People's Life Bldg., 
Chicago, III. ; 
155. The Home of Beauty. A booklet containing fifty prize designs 
for small brick houses submitted in national competition by archi- 
tects. Texts by Aymar Ambury II, Architect. Size, 8 x 10 in. 

72 pp. Price, 50 cents. 


The American Pin Company, Waterbury, Conn. 


985. American Renderers. A series illustrating the work of American 
Renderers of which five of twelve are issued. A monthly publica- 
tion free to architects. Each 4 pp. Illustrated. Size, 9 x 12 in. 


The Long Bell Lumber Co., R. A. Long Building, Kansas City, Mo 


1175. The Book of Lawn Furniture. Contains about 100 designs for 
lawn and garden furniture. Sent free to architects who apply on 
their office stationery; to others, 10 cents a copy. 36 pp. Illus- 
trated. Size, 614 x 9% in. 


Ramp Buildings Corporation, 21 East 40th St.,. New York City. 


1021. D’Humy Motoramps. Catalog No. 25. Describes a type of 
construction for multi-floor geceges with comparative data of other 
types, investment, cost and capacity data. 15 pp. Illustrated. 
Size, 844 x 11 in. 

1022. Garage Design Data. Service bulletins to architects containing 
garage design data. Ask for preceding bulletins. 2 pp. Illus- 
trated. Size, 84% x 11 in. 


Truscon Steel Company, Youngstown, Ohio. 


638. Daylighting Schools. A treatise on the daylighting and window 
ventilation of school buildings quoting eminent authorities, illus- 
trated with diagrams of lighting data and details of suitable win- 
dows. 28 pp. Illustrated. Size, 844 x 11 in. 


» 


II GENERAL CATALOGS 


American Lead Pencil Co., 220 Fifth Ave., New York City. 


268. Booklet C-20. Venus Pencth in Mechantcal Drafting. And 
interesting illustrated booklet showing the possibilities of the Venus 
Drawing Pencil for drafting. Size, 6 x 9 in. 


H. W. Covert & Co., 137 East 46th St., New York City. 


775. Fireplace Fittings in Iron and Brass. A catalog of andirons, 
fire sets, fire screens, fenders, woodholders, willow wood baskets, 
hearth brooms, grates, candlesticks, lanterns and other accessories 
made in iron and brass. 86 pp. Illustrated. Size, 544 x 84 in. 


AR Dixon Crucible Company, Pencil Department, Jersey City, 


325. Finding Your Pencil. A book explaining the various degrees 
of hardness of the Eldorado pencil and the grade most suitable for 
every man, who uses a pencil, be he business or professional man, 
clerk or draftsman. Accompanied by a color chart of Dixon colored 


crayons. 16 pp. and 4 pp. in color chart. Illustrated. In colors. 
Size, 314 x 6 in. 


The General Fireproofing Building Products, Youngstown, Ohio. 


1270. The Fireproofing Handbook, 9th edition. Contains description 
and data on complete line of steel building products including metal 
lath, concrete reinforcement, light channels, steel joists, steel tile, 
steel doors and windows, and waterproofing products. 32 pp. 
Illustrated. Size, 814 x 11 in. 


Johns-Manville Corporation, New York City. 


752. Johns-Manville Service to Industry. A complete catalog of 
Asbestos Roofings, Heat and Electric Insulations, Wate roofing, 
Industrial Flooring, etc. Complete details and specifications. 


Valuable reference book for architects. 260 pp. Illustrated. Size, 
84% x 11 in. 


Truscon Steel Co., Youngstown, Ohio. 


319. Truscon Building Products. Form D-376. Contains a brief 
description of each of the Truscon Products. 112 pp. Illustrated. 
Size, 84 x 11 in. 

A. Wyckoff & Sons Co., Elmira, N. Y. 

397. Wyckoff Wood Pipe. Catalog No. 42. A description of machine- 
made woodstave pipe and Wyckoff's express steam pipe casing. 
Contains also a number of pages of useful formulas and tables for 
hydraulic computation. 92 pp. Illustrated. Size, 6 x 9 in. 


il FINANCING OF ENTERPRISES 
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j Kenrick Sq. Apts. 
or St. Louis, Mo. 
Architect, Norman B. Howard 


Marott Apt. Hotel 
Indianapolis, Ind. 
Architect, W. K. Eldridge 
E. G. Spink, Builder 


Money Saved— 
the Garbage Can was Banished , 


HEREVER installed, the Kernerator attracts 

tenants and saves money. The savings come 
in lowered tenant turnover, lowered janitor costs, 
lessened fire hazard, eliminated cost of garbage 
cans and their replacement, neater premises and 
reduced cartage expenses. 


For, at no cost, the Kernerator handles all waste— 
not alone garbage, but sweepings, tin-cans, papers, 
magazines, wilted flowers, even old razor blades. 


Dropped into handy hopper doors on floors above, 
the refuse falls to the brick combustion chamber in 
the basement. Lighted with a match (no fuel re- 
quired), everything is burned completely except tin 


1448 Lake Shore Drive 
Chicago, Ill. : 
Architects 
Childs & Smith 
Builders 4 
Baird & Warner ‘ 


yr 


Broadway at Fourth Apts. 
Cincinnati, O. 
Owner, Dale G. Ebersole 
Harry Hake, Architect 
Charles Kuch 
Associate Arch. 


cans and similar non-combustibles which are flame- 
sterilized for removal with the ashes. 


See Sweet’s 21st edition, pages C3054-C3055. Or’phone 
your local Kernerator representative. Offices in 67 cities. 


KERNER INCINERATOR CO.,719 E. Water St., Milwaukee 


KERNERATOR 


THE CHIMNEY-FED INCINERATOR 


Garbage and : without Leaving 
Waste Disposal Ca : : the Kitchen 


Moreland Courts 
: Cleveland, O. 
_ Architect, Alfred W. Harris 


Wartime ssnnecstti NER 


Specifications of 


id you get your copies of the Kernerator, catalog 
rranged in A. I. A. Folder for convenient filing? 
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Whittier Apt. Hotel 
Architect, Chas. N. Agres 
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PLATE GIRDER JOIST 


Truscon Plate Girder Joists—im- 
proved type—made up of struc- 
tural shapes designed to give 
economy of material with light 
weight as well as structural 
strength. 


DO 


A COMPLETE LINE OF 


STEEL JOISTS 


FOR FIREPROOF FLOOR CONSTRUCTION 


You now have the choice of the complete Truscon line of both | 
Plate Girder and Bar Joists designed according to the best en- 
gineering practice. Both types of Truscon Joists combine the 
greatest economy of steel with the utmost strength. Their de- 
signs are practical and scientifically correct. Write Truscon for 
recommendations and estimate that will give you the best in 
firesafe, soundproof, economical floor construction. 


Full information, literature and 
designing data sent on request. 


TRUSCON STEEL COMPANY, Youngstown, Ohio 


Established 1903 
Warehouses and Offices in all Principal Cities 


TRUSCON BAR JOIST 
(Patent Pending) ee 


Truscon Bar Joists—special 
rolled steel shape for top and 
bottom chords continuous 
throughout length of joist. 
Wide, substantial bearing— 
continuous web member. 
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LOCKTYLE 
STRUCTION 


Truscon Locktyle construction ties the floor and 
ceiling below into a rigid, lightweight, soundproof 
and firesafe unit. Ribbed Steel Floretyles lock into 
prongs in the ribs of Truscon Lath. Plaster is ap- 
plied directly to the lath for the ceiling below and 
concrete is poured around the Floretyle for the floor 
above. Truscon Locktyle Lath, furnished in 200 sq. 
ft. rolls, is easy to attach and saves time and labor, 


Truscon Engineers with experience in thousands of 
buildings will cooperate with you in developing the 
best and most economical design. Truscon Rein- 
forcing Steel Products are a complete line adapted 
to every type of design. The Truscon nation-wide 
organization gives direct personal service. Truscon’s 
large manufacturing facilities and local warehouses 5S 
in principal centers assure prompt delivery. " Go leche: 

Write for suggestions and literature ' Sk 


TRUSCON STEEL COMPANY worusranie 
YOUNGSTOWN, OHIO 


Established 1903 EL. 2——SLOTTED SeREE 
Warehouses and Offices in all Principal Cities : 


REMOVABLE FLORETYLE] 


REINFORCED CONCRETE for SAFETY 


PEREGO SSE EC EOS 
SUPPLEMENT YOUR ENGINEERING 
WITH TRUSCON SERVICE 
for ECONOMY 
STEEL FOR TRUSCON WAREHOUSE DELIVERIES 


CONCRETE REINFORCING pee 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Page 38 


General Offices 
390 FRELINGHUYSEN AVENUE 
NEWARK, NEW JERSEY 


* REG, U, S. PAT, OFF. 
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LOOKS LIKE STONE—WORKS LIKE woop 
FOR BEAUTIFUL WALLS AND FLOORS 


Sales Office « 
BOWERY SAVINGS BANK BLDG. 
_- 110 EAST 42ND STREET 
NEW YORK CITY 


SALES AGENTS IN 


Sales Office 
MICHIGAN-OHIO BLDG. | 
612 N. MICHIGAN AVE. 

CHICAGO, ILLINOIS 


OVER. Fir ry 


" . = ey, 
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Self-Releasins Fire Exit Latches 


Protecting a building 
against panic fatalities 
is a very small thing = 
in dollars and cents= 
but a tremendous one 


1m. potential benefit. 


VONNEGUT 
HARDWARE CO. 
Indianapolis, Imd. 


18524722 Oey 
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Nebraska’s Magnificent New Capitol Building 
Is Decorated With Cook’s Paints and Varnishes 


EAR what John E. White, Omaha 
painting contractor, says about the 
Cook Products he used in decorating the 
new State Capitol at Lincoln, Nebraska: 
“T was obliged to submit samples of all 
my materials to the State Chemistry De- 
partment,” writes Mr. White. “I am glad 
to say that all of Cook’s Products were 
promptly approved, following careful tests. 
“Your varnish, stains and shellac were 
of very uniform quality; and en- 
abled me to handle the job ina 
thoroughly satisfactory manner. 
“T used Cook’s Flat Wall Paint 
on all the walls; and I cannot speak 
too highly of this product. It not 
only has wonderful covering ca- 
pacity, butitworksvery easily under 
the brush and does not show laps 


PAINT 
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after drying, as a great many wall paints do. 

“I am not only well satisfied with Cook’s 
materials, but I am glad to say that the ser- 
vice rendered me throughout this contract 
was far better than any I had ever experi- 
enced from any other paint concern. Ican- 
not speak too highly of the Cook Paint & 
Varnish Company and its products.” 

For every painting job, inside or out, 
there is a Cook Product that is just right— 
whether you need paint, varnish, 


enamel, stain or lacquer. 

Our Architectural Department is at 
your service. May we send you a copy 
of our interesting specification manual? 


Cook Paint & Varnish Company 


Factories: Kansas City—St. Louis—Fort Worth 
Houston—Cincinnati. 
Branches: Chicago—Detroit—Omaha—Wichita 
klahoma City — Tulsa — Dallas — Denver 
Kansas City, Kas.—St. Joseph, Mo. 


ical 
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Specifications for industries 
include Ga amuison Doors 


Clubs : 
‘Ships : TEN YEARS AGO this message might have had no particular 
elias interest for the average architectural reader of this magazine. 
“Dairies Ten years ago Cold Storage Doors were found principally in 
Abattoirs Refrigerating plants. 
Diy Kilns But . . . today Cold Storage Doors are “standard equipment” 
Baences for an ever-widening range of industrial, commercial and insti- 
Incubators tutional structures. And the percentage of architects whose 
ee cats specifications have place for them is rapidly approaching the 
Laboratories proportions of a majority. 
oe Jamison Cooler and Freezer Doors—now ready to ship in vari- 
Gandy Vactories ous standard sizes and quickly built in special sizes—meet all 
A eee requirements. They are constructed with painstaking care. 
Public Buildings They are lastingly durable. They are giving more dollars of 
Be oe cories service per dollar of cost to over half the world’s Cooler Door 
Cher storage Plants ee: 
Tce Cream Factories Today there are almost as many Jamison Cooler and Freezer 
Aa E oadelas Doors in use as all other makes combined. Five continents and 
Meat Preserving Plants thirty-two important industries bear witness to their depend- 
Butter, Cheese Factories 
Ice Manufacturing Plants ability. And because, as this field for tight-sealed insulated 


doors grows, we anticipate increasing opportunities for cooper- 
ation with architects as well as users—we are sincerely eager 


ie rpeiat si gata sis to put the facts about Jamisons into your hands now. Write 
and complete information on 
us that we may. 


Jamison Cooler and Freezer 


log. It becomes yours at your 
request. 


Doors and Automatic Ice 
Chutes are in our new Cata- 

Jamison Cold Storage Door Company 
Mi. og ae, Maryland, U. S. A. 
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TRADE MARK 
REGISTERED 


. WE 


Weisteel 
Installation 


l 


Federal Reserve 
Bank Building, 
New Orleans 


Uniformly Dependable 


Increasing numbers of architects all over the United 
States are specifying Weisteel Compartments be- 
cause they are uniformly dependable. They give 
an uninterrupted service under rough usage over a 
long period of time. 


HERE ARE WEISTEEL DOMINANT FEATURES: 


. 16 gauge, Keystone copper-bear- 
ing, rust-resisting, furniture steel- 


4. All joints are closed and 
sealed. No flat surfaces 
to catch and hold dirt. 

. Pleasing yet practical de- 
signs harmonize with other 
quality equipment. 


. Weisteel special-design universal 
hinges, simple, fool-proof, durable. 

. Weisteel doors are _ electrically 
welded into one solid unit. Foot 
castings are brass. Brass latch and 
pull are nickel plated. 


. Weisteel Cooperative Plan 
saves you time and cost. 


Architects have found the Weisteel Cooperative Plan a valu- 
able help. Under it, many years’ specialized experience is 
brought to their service. It’s an exclusive Weisteel feature 
and costs you nothing. Use it. 


TRADE MARK REGISTERED 


COMPARTMENTS 


HENRY WEIS MANUFACTURING CoO., INC. 


Toilet and 
. Shower 
Compartments 


Elkhart, Indiana 


Branch Offices: 
NEW YORK CHICAGO 


g 


(Formerly Atchison, Kansas) 


LOS ANGELES 


BOSTON ATLANTA 
Representatives in all Principal Cities 


Established 1876 


Weisteel 
Cooperative Plan 


Send us rough layout of toilet rooms, 
indicating plumbing facilities and re- 
quirements. We make up plans and 
specifications, sending them to you 
(with quotations if desired). 


Compartments are shipped with simple 
diagram and complete erection instruc- 
tions, indexed to numbered compart- 
ment sections. No fitting, cutting, or 
drilling is necessary when erecting and 
it is virtually impossible to make mis- 
takes. 


Under the Weisteel Cooperative Plan, 
much time, work and worry are saved 
the architects; our cooperation with 
him is complete. Many years’ special- 
ized experience in working out practi- 
cal, completely satisfactory compart- 
ment installations for particular needs 
is at his service. 


Dressing Room 
Partitions 


Hospital 
Cubicles 
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U NIVENT and Glass = make the difference 


e: 


0: TSIDE — a sweeping ventilation—clean fresh air cir- tion, but without drafts. No 
spray of snow—a whirling culation with agreeable mo- fluttering papers—no soot and 
wind— : smoke nuisance—no 4 o'clock 


tired feeling. In the Univent 
equipped office, mindsarealert 
and efficiency is at its peak. 


But in the office, anautomat- 
ically controlled, comfortable 
temperature—a dust-free, 
smoke-free, damp-free, stimu- 
lating atmosphere. 


Architects and engineers 
have found the Univent the 
most economical, flexible and 
easily controlled of all ven- 
tilating systems known. If you 
are interested in securing out- 
door air—indoors, write for 
our book of facts on Univent 


Just as the window glass 
letsin light but guards against 
the elements and keeps out 
dirt and noise, the Univent 
provides a constant sup- 
ply of invigorating outdoor 


air—filtered and warmed Ventilation. 

to the exact temperature de- Brae ee 5 

sired. V EF N Tl L ATION *Westinghouse Electric, East Pittsburgh, Pa. 
Here is the right kind of Bernard H. Prack, Architect 


Manufactured only by THE HERMAN NELSON CORPORATION, Moline, I/1. 


Builders of Successful Heating and Ventilating Equipment for 20 Years 
19 Sales and Service 


BELFAST, ME. SYRACUSE PITTSBURGH CLEVELAND CHICAGO sT. LOUIS DENVER SEATTLE 
BOSTON BUFFALO CHARLOTTE,N.C. COLUMBUS DES MOINES SAN FRANCISCO SALT LAKE CITY VANCOUVER 
NEW HAVEN PHILADELPHIA GRAND RAPIDS TOLEDO MILWAUKEE EMPORIA SPOKANE TORONTO 
NEW YORK CITY SCRANTON DETROIT INDIANAPOLIS MINNEAPOLIS KANSAS CITY PORTLAND 
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Also look for name and 
year rolled in metal 


po “An Iron Ship Will Sink” 


So Believed Curious Crowds who Gathered in 1844 
to see the Launching of the First Iron Ship 


ee far and near, they 


came that day to Erie to see 
this piece of folly. 


‘“‘A ship of iron can’t float,’ they 
said. 


Planter, merchant, stage driver, 
banker, tavern keeper, lady of 
fashion—one and all were there, 
each to exclaim ‘I told you so”’ 
—‘T knew it’’—‘'580 tons of 


iron !’’—‘*What nonsense to think 
that it would float!”’ 


So they scoffed in 1844. Today 
the U. S. S. Wolverine, veteran 
of four wars, is still afloat. And 
in the 80 years that you might 
have heard her paddles chunking, 
not one major repair has been 


made upon her staunch old 
wrought iron hull. 


In many old buildings today, are 
similar though less dramatic ex- 
amples of the superior rust resis- 


tance of wrought iron. Thread- 
ing dusty corridors, concealed 
behind aging walls, original pip- 
ing systems of Byers Pipe have 
served thirty, forty and more 


years without replacement, with- 
out repair. 


The life of wrought iron is two 
to three times that of steel. In 
every square inch of wrought 
iron there are thousands of sili- 
ceous filaments—not present in 
steel. These provide a dense rust 
resisting screen, all but impreg- 
nable to the inroads of corrosion. 


For plumbing, heating, and power 
piping, the use of long-lived 
Byers Pipe will prevent many 
costly failures and save many 
times its small extra price. 


“On the Trail of Byers Pipe’’ 
contains interesting facts for 
home owners and plant man- 
agers. Itis free. Send for it. 


A. M. BYERS COMPANY 


Established 1864 


PITTSBURGH, PA. 


Distributors in all Jobbing Centers 


BYERS P 


GENUINE WROUGHT IRON 
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Rivet-Grip 


| STEEL JOISTS 
In HOLLE NDEN HOTEL Cleveland 


} 


to the Hotel Hollenden in 

downtown Cleveland, all 
columns, girders and beams 
were fully fire-proofed with 
terra cotta or concrete while 
Rivet-Grip Steel Joist construc’ 
tion was used to carry floor 
loads to the principal structural 
members. 


During construction, forms for concrete fireproofing were hung 
from beams and girders and concrete around these members 
was poured concurrently with the concrete slab over the 
Rivet-Grip Steel Joists. 

This composite type of construction gives a building which is 
fully fire-safe and allows considerable saving in time and ma- 
terial. Construction costs are lower beacuse work can proceed 
regardless of temperature or other weather conditions. This is 
true because the strength of the structure is not dependent 
on any elements which may be slow in developing full strength. 
Due to the elimination of excessive dead weight in the floor 
system, foundations, columns, girders and other structural 
members throughout the building can be made lighter. 
Rivet-Grip Steel Joist construction gives all the advantages of 
the highest grade fire-safe construction combined with speed 


and ecomony. 
Write for table of safe loads and complete information. 


THE RIVET-GRIP STEEL COMPANY 
REPRESENTATIVES IN PRINCIPAL CITIES 
2402 Prospect Avenue :: i: Cleveland, Ohio 


le this twelve-story addition 


WALKER & WEEKS, Architects — The CRAIG- CURTISS @. Contractors | 


Unusual Features of Hotel 
Construction Prove Economical 
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Overcoming Difficulties Seldom Encountered 


Partitions to ac- 
comodate beams 
mM Metale and knee braces. 
partitions 

of great 
flexibility 


“JONESTEEL” INSTALLA- 
TIONS IN U.G.I. BUILD- 
| ING, PHILADELPHIA, PA. 


Elevator doors Metal doors and 

that called for frames; latter 

very accurate shipped in 
work. complete "units. 


rm 48, Superiority of Workmansiae int Gas 
ET TE ~ Building Wins Several New 
a Contracts in Philadelphia 


“Jonesteel” engineering ability demonstrated again! Ad- 
justable metal partitions of great flexibility were designed to 
accommodate beams and knee braces of varying dimensions. 
Bronze mop strips were made continuous at the floor line. 
The bottoms of all plinths were also fitted with bronze. 

The metal door frames, of the combination buck, jamb and 
trim type with permanent welded joints, were shipped in 

Architects: Contractors: complete units, providing the most rigid type of construction. 
Perry, Shaw & Hepburn Murphy-Quigley & Co. The pneumatic door closers on elevator doors called for 


U.G.1I. BUILDING, PHILADELPHIA, PA. 


Boston, Mass. Philadelphia, Pa. ll ; ae 1 d 
oe unusually accurate work to provide minimum clearance an 
CEG A Contmcting Ge! quiet operation. Our factories also furnished the counter 
Philadelphia, Pa. work in the Treasurer’s and Comptroller’s offices. 


Another convincing illustration of “Jonesteel” advanced 
engineering and erection skill! 


~ Send for Catalog B, a 32-page illus- 
trated book, describing our hollow 
metal doors and elevator enclosures. 


METAL DESK Co 


Jgne 5 teel- 


Hollow Metal Doors Office Partitions 
Rolled Steel Door Frames Banking Room Equipment am 
eee sae Jamestown Metal Desk Cy.Ine. 
Elevator Enclosures Cold Drawn Mouldings JAMESTOWN, N. Y. 


REPRESENTATIVES ~IN- LEADING -CITIES FROM. COAST: 1.© ™ nen eae 
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HOT WATER 


FOR APARTMENT BUILDINGS 
PRACTICALLY WITHOUT COST 


| RESIS is no need for a sep- 

arate fire to heat the domes- 
tic hot water supply of any 
building, be it a small house or 
huge apartment. 


OR the Excelso Indirect 

Heater, utilizing the heating 
boiler, supplies hot water for all 
domestic purposes — one fire 
heating the building and hot 
water at the same time. 


Triple, Double and 
Single-Coil types for 
800 gal. tanks or more 
down to 30 gal. range 
boilers. 


S PECIFY Excelso and please 

your clients with its genu- 
ine economy and absolute sim- 
plicity of operation. 


Ask your secretary to write 
for information on year-round 
hot water service at lowest 
cost. 


EXCELSO 
WATER. HEATERS 


Sizes for One Family 
or One Hundred Families 


Typical Installation of Battery of Heaters 
on a Steel Type of Heating Boiler 
Hot Water. 14 

For Apartment Houses to_fixtures 5 


and other larger type of 
buildings etc. 


? 


front of Boiler 


Auxiliary Taak 
Heater for Summer ‘ 


Excelso Products Corporation 


Division of American Radiator Company 


63 Clyde Ave. Buffalo, N. Y. 


Nationally Distributed By Leading Wholesalers and Boiler and Radiator Manufacturers 
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Residence at 149 Exeter St., Manhattan Beach, 


Y. Dietrich Construction Co., 574 Argyle 


Road, Brooklyn. Rendering by Samuel Chamber- 


lain. 


CAmpinco 


SHOWERS 


Home is where the plumb- 
ing leaves nothing to be de- 
sired. Where every faucet, 


pipe and trap functions per- 
fectly year after year. 


Where dependable showers 
send forth cleansing, stimu- 
lating sprays—hot when 
you want hot—cold when 
you want cold. 


For freedom .from leaks, 
stoppages, plumbers’ repair 
bills—architects specify 


SAN OtnCO.. 


The Ampinco line offers 
wide diversity in both over- 
head and body showers. Of 
everlasting brass construc- 
tion—as are all Ampinco 
products — they are out- 
standing examples of fine 
craftsmanship and beauty 
in shower design. 


For complete information 
on the Ampinco line, write 
The American Pin Com- 
pany Division, Scovill 
Manufacturing Company, 
Waterbury, Connecticut. 


Equipped with Ampinco-Kenney Showers. 


This booklet, 


“Ampinco Showers and 
Bath Fixtures,” is yours for the asking. 
It contains illustrations of the showers 
and bath equipment used in the fine 
home pictured above as well as other 
numbers in the Ampinco line. 


A SCOVI 


ie 


_L PRODUCTS 


—_—_—_______=_=_=_=_=_=_=_=-=-=-=-----[aa__—_—eqxQ0505Q5:...5.5._— 3 
eS .yi!] is the name of a broad service to industry. It places acres || — 
ee factories, forests of machinery, hosts of ‘skilled workmen, metalluremis 
modern laboratories and trained representatives at the disposal of those 

who require parts or finished products of metal. 
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LOMBARD ROMANESQUE 
ATLAN BIC TPERRALCO Ties 


{se Euclid Avenue Baptist Church is an exception- 
ally fine example of Lombard Romanesque. In 
every detail it is interesting. 

The ashlar walls, entirely of Atlantic Terra Cotta, are 
built of blocks in eight different sizes, a variable warm 
buff in color, rough in texture. 

Ten colors occur in the Terra Cotta screen over the 
entrance, and every modeled detail is brilliantly colored. 


The building is fully described and illustrated in 
“Atlantic Terra Cotta’ for April—sent on request. 


Atlantic Terra Cotta Company 


specaer et 19 West 44th Street, New York 
Catalog 


Cpaed) Atlanta Terra Cotta Company 


n t. ; 
eatics Atlanta, Georgia 
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VACUUM ¢ 


The Pumps o 
Yesterday and Today 


ESTERDAY’S vacuum pumps will not necessarily answer to- 
day’s heating needs. 


The demands on a vacuum pump today differ from those of five 
years ago, two years ago or even last year. 


Today’s heating demands a pump of: 


—high vacuum producing capacity; 
—long service with freedom from costly repairs and shutdowns; 


—economical operation with efficiency under all conditions met with 
in the modern vacuum heating system; 


—ample capacity for keeping radiators and returns free from air and 
water; 


—simplicity in design and operation so that it may be successfully 
maintained at maximum efliciency by ordinary attendants. 


Young Pumps meet these requirements and are designed not only 
for service on the heating systems of yesterday but for the high 
vacuum heating systems of today. 


Young Pumps are factory tested after being assembled as a com- 
plete unit. They are ready to run as soon as connected with feed 
wiring. 


Supplied in standard units of seven capacities. 


TABLE OF CAPACITIES 
Square Feet of 


Size Radiation 
V0-A 5,000 
Vi-A 8,000 
NON 16,000 
V3-A 26,000 
V4-A 40,000 
V5S-A 65,000 
V6-A 100,000 


YOUNG PUMp COMPANY 
DUNHAM BUILDING 
450 East Ohio Street Chicago, Illinois 


FACTORY: Michigan City, Indiana 
In Canada: C. A. Dunham Co., Ltd., 1523-41 Davenport Road, Toronto 
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THE MANAGER OF THE WORLD’S LARGEST HOTEL 
WRITES ABOUT JEWETT REFRIGERATORS 


cA Few Among 
Many Notable 


Jewett Installations 


Hotels Statler, 
Jn all Statler Cities 


The Drake, Chicago 


The Commodore, New York 


The Biltmore, Los Angeles 


The Mount Royal, Montreal 


The King Edward, Toronto 


The Olympic, Seattle 


The Ritz-Carlton, New York 


Vanderbilt Hotel, New York 


Chateau Frontenac, Quebec 


Hotel Sinton, = Cincinnati 


New Palmer House, Chicago 


00200020 


————. 


ps CHARACTERISTIC of Jewett Refrigerators is the repeat 
installations they get. Builders, architects and operators who 
have once become familiar with Jewett quality and service invariably 
think in terms Jewetts on new and additional buildings they equip. 
We will be glad to design refrigerators from blue prints of floor plans 
or furnish any advisory service you may require without obligation. 


THE JEWETT REFRIGERATOR CO., | BUFFALO, N. Y. 


16 E. goth St.. New York 62 Summer St., Boston 722 Story Bldg., Los Angeles 
2036 E. 22nd St., Cleveland 38 So. Dearborn St., Chicago 


HOLABIRD & ROCHE WV F T ae 
Architects | | : 


REER UG E RAG Ones 
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Beauty and Permanence 
— with Insulation for Warmth and Quiet 


HE CHARM of a beautiful floor is irresistible. 

When, in addition, that floor is easy to walk on, 
. resilient and warm underneath, the effect of 
TRE taste and comfort is complete. 


Novoid Cork Tile has many properties which recom- 
mend it as a flooring material. It is a non-conductor of 
heat which means a warm floor. It wears well, giving 
years of service under unusually severe conditions. A 
cork tile floor, installed in a Bridgeport, Connecticut 
restaurant 29 years ago, is still in service today, show- 
ing but slight signs of wear. ‘The various shades of 


CORK IMPORT CORPORATION Ne. e. 


Novoid Corkboard 
for 
Roof Insulation 


ss 2 
eg a q 


brown in which Novoid Cork Tile comes can be harmon- 
iously blended into an unlimited number of beautiful pat- 
terns, each attractive and pleasing. Since cork is a resilient 
material, a cork tile floor is easy to walk on, furnishing a 
secure and comfortable footing surface which “gives” 
slightly under pressure. A cork tile floor is quickly and 
easily laid. Finished, it presents a smooth unbroken sur- 


face. 


We shall be glad to send you samples of the three 
shades of Novoid Cork Tile, together with a table giving 
sizes available. 


345 W. 40ST. NEW YORK 


Novoid Cork Covering 


for 
All Refrigerated Lines 


Beauty and Permanence with Insulation for Warmth and Quiet 


ATLANTA BOSTON BUFFALO 


CHICAGO 


PHILADELPHIA ST. LOUIS 
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The Most Used “Room in the Home 


Doe SCIENCE EXPERTS agree that the kitchen is the most 
used toom in the home. And everybody agrees that the 
cook stove is the most used piece of kitchen equipment. Then 
why not give the kitchen and the cook stove the planning- 
consideration which they deserve? 


Gas is the preferred cooking-fuel. Anda Red Wheel Gas Range 
is the preferred type of gas cooking appliance: first, because the 
Red Wheel gives the home-maker automatic control of the oven 
heat at any desired temperature—making perfect baking-results 
possible at all times; second, because Red Wheel Gas Ranges 
have been advertised in the leading national publications for 
more than eight years—the largest cook stove advertising 
campaign run by any manufacturer. 


More than 2100 schools and colleges use Red Wheel Gas Ranges 
to teach the art of cookery. Hundreds of thousands are in con- 
stant use in private homes, apartments and in the kitchens of 
public buildings. 

Red Wheel Gas Ranges will enhance the beauty of your kitchens. 
Your buildings will sell more quickly, tenants will remain longer. 


Only these six makes of Gas Ranges are privileged to use the 
Lorain Red Wheel: Direct Action, New Process, Quick Meal, 
Reliable, Clark Jewel and Dangler. For specific data concern- 
ing sizes and styles for every type of kitchen, see Sweet’s Catalog, 

31st Edition, Pages C2977—C2986 or send for our Handbook 
on Gas Ranges for Architects and Builders. 


AMERICAN STOVE COMPANY 


Largest Makers of Gas Ranges in the World 
333 Chouteau Ave. :: St. Louis, Mo. 


Apartment Building at 209 Views showing three of the forty-six 
Lake Shore Drive, Chicago. Lorain-equipped Gas Ranges in- 
Forty-six kitchens are fur- stalled in the Chicago Apartment 
nished with Lorain-equip- Building illustrated at the left. 

ped Reliable Ranges. 


Unless the Gas Range 
has aRED WHEEL 
itis NOT aLORAIN 


RAI 
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OTIS 


FOR NEARLY THREE QUARTERS OF A CENTURY 


THE WORLDS WORD 
FLEVATOR SAFE@a@ 


OTIS ELEVATOR COMPANY 


OFFICES IN ALL PRINCIPAL CITIES OF THE WORLD 
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Legislative Building of the Capitol Group 
at Olympia, Washington 
furnished with 


HARDWICK & MAGEE 
Wilton Rugs and Carpets 


[His stately building is indeed a magnificent setting for 
Hardwick & Magee rugs and carpets which very appropti- 
ately and beautifully cover the floors. A large quantity of 
Bundhar Melrose Wilton carpet and many extra large sized 
Bundhar Imperial Wilton rugs are being used. These floor cov- 
erings, with their beauty of appearance and splendid wearing 
qualities, were most worthy selections. 


HARDWICK & MAGEE COMPANY 


° ° e 
Lehigh Avenue and Seventh Street Philadelphia 
NEW YORK CITY—295 Fifth Ave., P. J. Donovan & Co. DETROIT—1120 Book Bldg., H. W. Faust. 

CHICAGO—29 E. Madison St., John Carney. MINNEAPOLIS—Hotel Dyckman, S. M. Koons. 
ST. LOUIS—205 Granite Bldg., George B. Parsons. ATLANTA, GA.—W. A. Niall, 403 Rhodes Bldg. 
BOSTON—52 Chauncy St., E. F. Pillman & Son. PASADENA, CAL.—7244 S. El Molino Ave., H. A. Fitzgerald. 
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ADJUSTABLE SLIDE 
FOR VENTILATION 


ees 


SS 


| | 
\ 
C2 : 
THIN Chie Y 
KAWNEER copper SOAMEIN METAL eZ AWN 
FACE 5 seme eee St 
AND GUTTER t KANN, . 


VENTILATION , 


ee 


DRAINAGE —< DEE AY 
| Boater and diagram of a Kawneer hol- KALAMEIN CONSTRUCTION consists merely 
low metal sash. This sash provides drainage, of wood strips covered with thin copper. The 
ventilation and plate glass protection. Age and wood, being perishable, is subject to decay, thus 
rough usage will not affect its strength and exposing the glass to unnecessary breakage. 
beauty. The heavy copper mouldings from The thin, soft copper covering is easily dented 
which Kawneer sash and bars are built require and defaced. This construction does not give 
no wood reinforcement. the resiliency found in Kawneer. 


Back view of Kalamein showing rotted condition of 
wood filler after only a few years of service. 


THE PRINCIPLES EMBODIED IN KAWNEER 
STORE FRONT CONSTRUCTION MAKE IT SAFE 
AND DURABLE FOR ANY TYPE OF STORE FRONT 


Cao 
f $2h OUR 


CMLRIAUTIES 


Kawneer 


COMPANY 
MI 


NILES CH. 


Beka AeNeGe H OUESES is ClEgS ASNED SAL ES AS GEN aCe le Bas IN ih A CY TA 1SEsS 
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NSWERS a demand 
fora Metal Plaster- 
ing base and reinforce- 
ment which—(1) pre- 
vents plaster cracks, 
3) is fire resisting, 
3) requires less plaster 
than other metal lath, and (4) is abso- 
lutely rigid yet can be moulded and 
formed in any desired shape. 

Ceconomy 14 in. Rib Lath weighs 3.6 Ibs. 
per sq. yd., and is furnished in sheets 8 ft. and 
8 ft. 6 in. long by 24 in. wide. 

Ceconomy 14 in. Rib Lath is a long span- 
ning plaster saving rib lath. It readily spans 26 
inches without sagging. It is also successfully 
used on wood or metal studs where a plaster 
saving lath is desired. Particularly adapted for 


use with Ceco Hook Hanger Ceiling construc- 
tion (described below) where all its qualities are utilized. 


fe 
‘) 
Vai 


(y' 


HE new Ceco Galvanized 
Hook Hanger has many f 
advantages over the old-style | 
Hook Nail. | 
It is made of No. 10 gauge 
galvanized wire. 

Holes are drilled in the wood 
soffit pieces for the reception of the Hook 
Hangers. This provides better workman- 
ship, greater accuracy in placing of hang- 
ers and increases life of the form lumber. 

It provides absolute and positive an- 
chorage. The complete Hook gives an an- 
chorage of 2 inches in the concrete. 

The new hanger also provides a definite di- 
mension of projection below the concrete joist, 
namely, 114 inches. 

100 pieces weigh 214 pounds. Furnished in 
bags of approximately 4000 pieces. Weight 
approximately 104 pounds per bag. Order 30 
pounds per 1000 square feet of ceiling. 


Detail Below Shows the Combined Use of the Two Products 
in Conjunction with MEYER Steelform Construction 


The Hook Hanger Ceiling Construction (below) in- 
volves the use of Ceco Galvanized Hook Hangers and 
Ceconomy 4-in. Rib Lath. This construction provides 
a most economical lath ceiling. It is strong and rigid 
but must be brought up tight against the bottom of the 
joists. The elimination of channels and pencil rods, ef- 
fects an economy in material and labor. 

Place 10 gauge Ceco Galvanized Hook Hangers,34 
in. long at 6 in. centers in the bottom of all joists. 
5/32 in. holes for the reception of Hook Hangers are to 


See Sweets for 
Specifications. 


PATENT 


5" dia hole 
32 : space 6"ce . for hooks 


ye ow OW 


PENDING 


bored in center of form work 


ol = a R - si A 
4 hangers e6'ce Ceconomy '4"rib lath 


be drilled in the soffit boards, so that the forms may 
be readily removed, leaving the hangers projecting 
114 in. beneath the bottom of the concrete joists. 
Ceconomy 4-in. Rib Lath may then be applied with 
the ribs against the concrete and each hanger shall be 
clinched around the meshes of the lath. 

This type of ceiling construction is rapidly being 
adopted by architects and contractors everywhere, 
due to the particularly adaptable features of this new 
Ceconomy 4-in. Rib Lath. 


Send for our Handbook of 
Fireproof Construction. 
It contains complete and detailed 
information on the subject above 
and many of others. A copy will 
be sent on request. Write our 
- Omaha Office, Dept. 271 


| CONCRETE ENGINEERING CO. 


Offices and Warehouses: 


OMAHA CHICAGO 
KANSAS CITY DETROIT 

joe MINNEAPOLIS MILWAUKEE 
: DES MOINES ST. LOUIS 
DALLAS HOUSTON 


LOS ANGELES SAN FRANCISCO 
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Lobby in office of B. Geller 
& Sons, Furriers, 333 
Seventh Ave., New York 
City. W. & J. Sloane Con- 
tract Marble Tile Inlaid 
Pattern No.130,with black 
border, installed by Max 
Rothman, Inc., New York. 


Linoleum for 
Architectural Uses 


RCHITECTS who wish to specify floors in keeping with their original 


plans will find unusual opportunities in W. & J. Sloane Linoleum, 


For decades W. & J. Sloane have cooperated closely with architects in the selec- 
tion and manufacture of appropriate floor coverings. From this association they 
gained a real appreciation of architectural needs. 


This is reflected in their new line of linoleum, especially in the Contract Marble 
Tiles. These are heavy linoleums, designed particularly for long wear and made 
by the straight-line method. They are available in a selection of strikingly beauti- 
ful patterns, distinguished alike in design and coloring. 


Due to improved manufacturing processes and the most careful workmanship, 
these linoleums are of exceptional quality. In pliability, elasticity, density and uni- 
formity they greatly surpass old accepted standards. 


Our selling agents will gladly supply you with patterns and quality samples. 
They also cooperate with architects in preparing specifications for linoleum floors. 


W. & J. Sloane Mfg. Co., Trenton, N. J. 


W.&J. SLOANE LINOLEUM 


BRANCHES AT: 
BOSTON, PHILADELPHIA, 
BALTIMORE, DETROIT, 
CHICAGO, ST. LOUIS The 


Linoleum 


BRANCHES AT: 
DALLAS, LOS ANGELES, 
DENVER, SAN FRANCISCO, 
of PORTLAND AND SEATTLE 


W.. & J. SLOANE Sole Selling’ Agents © , . 577 FIFTH AVE. @t 47th iS To oN EW eee 
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When designing a building, keep 
in mind the people who will pass 
by after it is completed. ‘The only 
impression many of them will get 
will be the impressions made by 
the exterior of the first floor . 

the store front construction. Con- 
sider the merchants who will oc- 
cupy these stores, too. The archi- 
tect’s care in this respect will be 


TRANSPORTATION 
BUILDING 


Los Angeles, Cal. 


Architects 
WALKER & EISEN 


Contractors 
Epwarps, WILDE & DIxoNn 


Store Fronts 
DEsco 


well repaid. The wide variety of 
simple and adaptable store front 
designs offers a choice that will 
help beautify buildings of every 
type or architectural period. Yet 
they are available at moderate 
cost. 

Put “Desco” on your specifications, 
and you provide for a good front 
on your building. 


Your request will bring complete working details and a price-list, 

without obligation. Sweet’s Catalogue also contains further informa- 

tion. There is a distributor near you. A complete stock of “Desco” 

construction materials is carried in our New York City warehouse, 
562 West 52nd Street. 


DETROIT SHOW CASE COMPANY, 1670 Fort Street, West 


iu 


g 
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Specify DESCO — Put up a Good Front 


DETROIT, MICH. 


(297) 


Page 60 THE AMERICAN ARCHITECT VOL. CXXXI, No. 2523 


oe 


+ 


In Hundreds of New Buildings 
TONCAN Iron Is Specified 


4a 
A =a so ot mo eo ot 


ONCAN Copper Mo-lyb-den-um Iron 

is being specified for the metal work of 
hundreds of new buildings. Leading archi- 
tects know from experience what to expect 
from the use of Toncan. This rust and cor- 
rosion resisting iron stands the test of time 
and proves more economical as the years 
roll by. It defies mois- 
ture and the elements. 


Many important build- ,¢& 
; < 
ings have Toncan Iron “ek 


ventilating systems, 
metal lath, cornices, 
roofing, spouting, etc. 


OMe, AEG.U.S. PAT. OFF. 


0” COPPER —&%m_% 


Mo-lyb-den-um 


Toncan Copper Mo-lyb-den-um Iron 
gets its ability to withstand the ravages of 
the elements through a special formula de- 
veloped in America’s largest metallurgical 
laboratories by expert metallurgists. Exact 
quantities of Copper and Mo-lyb-den-um 
are scientifically added to pure iron, pro- 


ducing a rust and corro- 
sion-resisting metal of 
unequalled durability. 
If you are not specify- 
ing this super-iron, you 
should investigate its 
possibilities. Write for 
complete information. 


ere. 
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Central Alloy Steel Corporation, Massillon, Ohio 


Cleveland Makers of Agathon Alloy Steels Seal oute 
Syracuse Detroit _ Chicago New York Seattle 
San Francisco Philadelphia Los Angeles Tulsa Cincinnati 


The new Masonic Temple, New Orleans, La. 
Over 40 tons of Toncan CopperMo-lyb-den-um 
Iron used in ventilating system. Sam Stone 
Jr., & Co., New Orleans, Architects. Hull 
Plumbing & Heating Co., Inc., Memphis, 
Tenn., Sheet Metal Contractors. B.V.Redmond 
& Son, New Orleans, Toncan Distributors, 


WORLD’S LARGEST AND MOST HIGHLY SPECIALIZED ALLOY STEEL PRODUCERS 
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Comfort... where 


This diagram shows the 
comparative size and shape 
of the ordinary toilet bowl 
and a Durock toilet bowl. 


Here is shown the ordi- 
nary toilet seat in compar- 
ison with a Durock toilet 
seat. Note openings. 


Slight extra cost for much extra value 


Durock Toilets with elongated bowls and seats, and their 
much greater healthfulness, comfort and sanitation, actu- 
ally cost but very little more than the ordinary type and 
quality of toilet. 


comfort counts 
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for health 


ATURE responds to an easy, comfortable 
position on the toilet by performing her elimi- 
native functions freely and fully. 


Durock Elongated-Bowl-and-Seat Toilets induce 
regular, normal action just as surely as a comfort- 
able bed brings sleep. 


Any tendency toward constipation is fostered by 
the cramped, constrained attitude imposed by 
ordinary toilets with short, round bowls and seats. 
On the other hand, the elongated bowl and seat, 
with the freedom and relaxation it permits, helps 
to correct any such disposition. 


These bowls and seats are from 3 to 4 inches longer 
than those in old-fashioned, conventional toilets 
—and the water-surface within the bowl is cor- 
respondingly increased in area. (See illustrations.) 
More sanitary, as well as more healthfully comfort- 


able. 


Durock Toilets with this valuable new feature are 
made in several styles, with a range of prices to 
meet various requirements. All have Durock tanks 
as well as bowls, and white celluloid-surfaced seats 
with covers. 


THOMAS MADDOCK’S SONS COMPANY 


Oldest Sanitary Potters in America 


Trenton, New Jersey 


MADDOCK 


THE LAVATORY 
THE TOILET 


Please send me, without charge, 


Street Address------------------- 


DUROCK Bathroom ©quipment 


THOMAS MADDOCK’S SONS CO., Trenton, N. J. 


[] copies of your booklet, “The Two Vitally Important Fixtures in the Bathroom”. 
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HE red and gold of this most interesting 

Lincrusta-Walton pattern 606 formed the 

basis of the decorative scheme for this tea room 

setting. Red and gold table covers, red chairs and 

black and white tile pattern floor covering com- 
pleted the harmony of the decorative scheme. 


Lincrusta-Walton is made in fifty-two patterns 
and sixteen color combinations. They are com- 
‘ pletely illustrated in our portfolio and the samples 
which will be sent you with it will show you the 


many interesting features of this high relief wall 
covering. . 


TRADE MARK REGISTEREC| 


LINCRUSTA -WALTON COMPANY 


Division of The Tait Paper and Color Industries, Inc. 
Plant and Head Office: HACKENSACK, NEW JERSEY 


Branch Offices: 3801 South Ashland Avenue, Chicago, III. 350 Madison Avenue, New York City Re 
IMPERIAL WALL PAPER CO. IMPERIAL CAMPBELL BRANCH WM. CAMPBELL WALL PAPER CO. 


Glens Falls, N. Y. Chicago, III. Hackensack, N. J. 
Associated Companies: HOBBS WALL PAPER CO. PLATTSBURG WALL PAPER CO. 


Hackensack, N. J. Plattsburg, N. Y. 
Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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Highland Hospital, Alameda 
Co., Calif. Henry H. Meyers, 
Architect. Glen B. Ashcroft, 
Structural Engineer. Clinton 
Construction Company, M. C. 
Vaughn (Globe IndemnityCo.) 

_ Schuler and McDonald, John 
E. Branagh, and Frederickson 
and Watson, Contractors. All 
of San Francisco or Oakland, 
California. 
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Concrete —The Ideal Material 


for Large Installations 


LAMEDA County’s magnificent 

new $4,000,000 Highland Hospital 

is built throughout of reinforced port- 

land cement concrete—frame, walls, floors 

and roof, All the walks and driveways 
are also of concrete. 


The exterior walls were designed as of 
column construction with typical col- 
umn reinforcement of vertical bars and 
horizontal bands between windows. 
The structure is designed with a skele- 
ton frame of reinforced concrete, the 
filler walls between columns and girders 
being placed monolithic with columns. 


Neither the exterior nor the interior 
walls have projecting pilasters, the win- 
dows have no trim but the doors have 
metal trim. As a result, the structure is 
not only more attractive in appearance, 
but is easier to keep clean. The exterior 
surface is of portland cement dash, light 
buff in color. 


Architects and builders are turning their 
attention more and more to portland 
cement concrete as the building material 
best suited to large installations—hospitals, 
public buildings, schools, monumental 
buildings—and to smaller structures as well. 


PORTLAND CEMENT cAssoctation— 


CHICAGO 


Concrete for “Permanence 
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Building of Frank G. Shattuck Co., 
(Schrafft’s Stores) New York City. Russell G. 
Cory, Architects. More than 600 GuthLites 
installed by George W.Gates Co., New York City 


Less than a year old 


HFRTRTSESY 
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—but the result of 25 years experience 


Gee is less than a year old, yet its 


scientific design is the result of 25 years ag 


experience in designing and manu- 
facturing illuminators for every 
type installation. 


Architects and Illuminating En- 
gineers pronounce it “the greatest 
invention since Brascolite’” and 
they must mean it the way they 
specify GuthLite for all type com- 
mercial buildings. 


New principles of design give light- 
ing results never before accom- 
plished. It eliminates all ceiling 
shadows and the adjustable reflec- 
tor controls the direction of light 
vertically and horizontally. This 
means more light where most 
needed—light that is easy on the 
eyes because it eliminates all shad- 
ows on the working plane. 


Brascolite 


DESIGNERS 


10 Superior Features 


1 Adjustable white porcelain enameled re- 

flector controls direction of light vertical- 

ly and horizontally. 

2 Light reflected to the ceiling as well as 
to the working plane. 

3 Ceiling light increased or diminished by 
raising or lowering reflector. 
Low brightness at the source. No glare 

4 and no spots of high intensity. 

5 Lamp so placed that most of the light 
rays are diffused through neck of globe 

to reflector; directs them to working plane. 

6 Adaptable forinstallation to any type 
electric outlet orceiling construction. 

7 Glass globe scientifically designed to 
produce efficient total outputand low 

brightness ak the visible part of the globe. 

r=} Easily and quickly installed. Open link 
hanger, so additional chain can be add- 

ed if desired. 

9 Patented, self-adjusting spring globe 
holder permils expansion of glass, pre- 

venting rattling or breaking. 

10 Globe quickly applied or released. 


Cleaned and re-lamped in a minute. 


She FF DWIN FE. Guia ComMPANY 


- ENGINEERS - MANUFACTURERS 


Sr. Louis, U.S.A. 


Lighting Equipment 


Totally enclosed the globe can be quickly and 
m2 easily removed for cleaning and relamping. 


The design of the glass globe pro- 
duces the maximum volume of 
light with low brightness at the 


source. 


GuthLites give such wide light 
distribution that fewer units are 
needed to light a given area. They 
are furnished in plain or decora- 
tive types at prices that are sur- 
prisingly low. Its beauty of de- 
sign and remarkable efficiency 
makes it the ideal light for hotels, 
schools, office buildings, hospitals 
or any other commercial installa- 
tion. 


Write for illustrated literature 
giving full details, specifications 
and prices. 


Aglite 
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SARGENT AMERICAN NATIONAL BANK Childs & Smith 
HARDWARE Wausau, Wis. Architects 


SARGENT locks and hardware of solid, time-resisting brass or 
bronze are increasingly used in bank and office buildings. This 
is not only because of the great security of Sargent locks or the 
wealth of Sargent designs. Principally it is because such struc- 
tures are built for permanence and because Sargent hardware 
has proved that it serves faultlessly as long as these buildings 
stand. Sargent easy spring cylinder locks can be obtained 
master-keyed in every practical combination for suites, depart- 
ments, floors or series of floors. Representative dealers in all 
cities will gladly show you samples and we would be pleased to 
send you the complete Sargent catalog, which is arranged to 
facilitate your inspection and choice of appropriate designs. 


SARGENT & COMPANY, Hardware Manufacturers, New Haven, Conn. 
New York: 94 Centre Street Chicago: 150 N. Wacker Drive (at Randolph) 
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CORN EXCHANGE Bunch 


and the 


“GREAT WALL of CHINA 


EGUN before 200 B.C, it was thir- 
teen centuries later before the Great 
Wall of China was complete. Its fifteen 
5 hundred miles of masonry protected the 
oors ‘ - . 
andTrim  tich northern provinces of the Celestial 


by Empire against invasion and pillage. 
i. | Dalistrom ‘The notable new building that is to 
ve : house the Forty-Second Street Branch of 
oo the famous Corn Exchange Bank of New 
(4 York has a similar function of protection. 


Behind its walls lie millions of dollars in 
currency and securities. The funds of 
thousands of depositors are entrusted to 
its keeping. 


To Dahlstrom was entrusted the fur- 
nishing and installing of metal doors and 
trim. For, wherever beauty and lasting 
dependability are of prime importance, 


bids ip the name “Dahlstrom” has come to mean 


Cross & Cross 


New York City z sterling quality. 
General Contractors 
CAULDWELL- WINGATE DAHLSTROM METALLIC Door Co. 
Company INCORPORATED 1904 
New York City 


JAMESTOWN, New Yorx 


NEW YORK, 475 FIFTH AVE. CHICAGO, 19SO. LASALLE ST. 
DETROIT, 1331 DIME BANK BUILDING 


Representatives in principal cities 
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For the room where a floor of 
large pattern 1s desired this 
Armstrong's Marble Inlaid Ne. 
81 is appropriate. The design 
repeats every 36 inches. 


Below: Heavy 
Straight Line Inlatd 
No. 432. Blocks are 


9 x 9 inches. 


Wherever 


the public walks.. 
.. These floors enable you 


to design 
new decorative effects 


usy stores—shops—pub- 

lic buildings—wherever 
the public walks, decorative 
effects are naturally hard to 
achieve. For there is a 
scarcity of things which go 
to make up an attractive 
interior. Here, floors are 
all-important, because they 
become such a prominent 
area of the room. In your 


For specifications, write for the 
1927 file-size edition of * Arm- 
strong’s Linoleum Floors,’’ or 
A consult Sweet's Architectural 


Catalogue, pages 1400 to 1405. 


Armstrong's Inset Jaspé No. 
Jil. Figures, about 5% inches 


across, are spaced every 27 inches. 


choice of floor, you can not only ‘‘make’’ the Linoleum. These floors are quiet, resilient. 
decoration—but actually invite business! They are easy to install, easy to keep clean. 
The designer who planned many of When you next design an office, a shop, 
Studebaker’s show-rooms, employed a smart or some other business project, why not let us 
pattern floor of Armstrong's Marble Tile Lino- offer you floor suggestions? When you write 
leum, laid with a black border. The designer us, enclose a blueprint and we will send you 
of the Thom McAn shoe shops specified not only samples and colorplates of the new, 
Armstrong floors as a means of displaying unusual designs in Armstrong's Linoleum, but 
shoes as attractively as possible. For offices also with them, if you wish, sugges- py «1, 
and libraries, schools and theatres—wherever tions for the decorative treatment of circie a 
decoration must go hand-in-hand with prac- walls, windows, and furnishings. Ad- — teburlapback 
ticability—architects and decorators are speci- dress the Armstrong Cork Company, 
fying colorful, pattern floors of Armstrong's Linoleum Division, Lancaster, Pa. 


Armstrong’s Linoleum "ye" 


PLAIN * EMBOSSED * INLAID * ARABESQ_ ¥* JASPE <* PRINTED in the house 
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Country Estate 
Lake Forest, Illinots 
F, W. ‘Perkins, Architect 
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Above: Solarium 
Showing an Effective 
Use of Face Brick 


Inside and Outside —FACE ‘BRICK 


HE many advantages of Face Brick as a structural 

medium are unquestioned. Yet comparatively few 
realize the wide scope of beautiful effects Face Brick offers 
for interior use. 

For example, the artistry of the solarium shown above 
is obviously founded on Face Brick. No other treatment 
could have been employed so effectively. The use of Face 
Brick for sun parlors, porches, dens, libraries, etc. instantly 
suggests a large variety of new expressions for your ideas. 

The members of the American Face Brick Association 
are prepared to cooperate with architects in the matter of 
Face Brick interiors—as they are on every other building 
problem. Your inquiry is invited and your attention is 
called to the following reference books which have been 
compiled for your use. 


“Brickwork in Italy.” An attractive and useful volume 
of 298 pages, especially for the architect, profusely illus- 
trated with 69 line drawings, 300 halftones, and 20 colored 
plates with a map of modern and XII century Italy. Bound 
in linen, six dollars postpaid. Half morocco, seven dollars. 


“English Precedent for Modern Brickwork,” a100-page 
book, beautifully illustrated with halftones and measured 
drawings of Tudor and Georgian types and American 
adaptations; sent postpaid for two dollars. 


“Industrial Buildings and Housing” treats in detail 
the factory, with examples of architectural beauty. Res- 
taurants, rest rooms and employes’ communities come 
under its scope. Bountifully illustrated. Sent postpaid 
for two dollars. 


AMERICAN FACE BRICK ASSOCIATION 


1754 Peoples Life Building, Chicago, Illinois 


The Dealer Who Fac e Brick Carries the Best 
a A y ma a Member of the a < F, 
Displays This Sign “AMERICAN Ace Tce Quality in Face Brick 


ASSOCIATION 
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for Ventilating - - - - Buffalo Fans - - 


The Central Mercantile 
Bank Building 
(Formerly Delmonico Building) 
535 Fifth Ave., at 44th St. 


= H. Craig Severance 
wa tl SI Architect 


Henry Hall Marshall 
Construction Engineer 


G. Richard Davis 
General Contractor 


Baker, Smith & Co. 
SEUGILi” neevgerudy Heating and Ventilating 
Contractors 


Specifying Satisfaction~ 


The architect or engineer who specifies Buffalo fans for heating and 
ventilating service is doing his client a real favor. He is actually 
guaranteeing SATISFACTION. 


Thousands of users thruout America testify to the efficiency, quiet 
operation and long life of their Buffalo equipment. And they re-order. 


If you are interested, ask for our catalog. 


Buffalo Forge Company 


444 Broadway - - Buffalo, N. Y. 


% In Canada—Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 


heating~ventilating 
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"McCray is the World’s Largest Manufacturer of | 
REFRIGERATORS FOR ALL PURPOSES 


G 


Sanger Apartments Dallas, 
Texas, served by McCray 


refrigerator. 


&, 


Architects 
Appreciate 


This Service 


S THE pioneer of modern sani- 
tary refrigeration and the world’s 
largest manufacturer of refrigerators 
for all purposes McCray is in a posi- 
tion to render unusual service to the 
architect. 


Complete and reliable information 
regarding refrigerators of every type 
and for every purpose is immediately 
available from the McCray engineer- 
ing department. 


Our recent portfolio especially pre- 
pared for architects illustrates and 
describes the various types of construc- 
tion of both portable and built-in 


refrigerators and cooling rooms, and 
gives standard specifications. 


All McCray models are readily adapt- 
able for use with electrical or me- 
chanical refrigeration of any type. And 
remember the quality of the refrigera- 
tor itself determines the character of 
service, whether ice or machine is the 
refrigerant. 


Without obligation architects may 
avail themselves of the experience and 
advice of McCray refrigeration en- 
gineers. Be sure you have our new 
portfolio in your files—it contains 
information on all types of refrigerator 
needs. Send the coupon now. 


McCRAY REFRIGERATOR SALES CORPORATION, 761Lake St., Kendallville, Ind. 
Salesrooms in All Principal Cities {See Telephone Directory} 


Mice 


McCray No. 1135, 


McCray No. 3175, 


McCray No. 171. 


‘McCray No. 525, 


Pure (orkboard 
Insulation 


Pure corkboard insulation, covered. 
with heavy, waterproof, odorless ine: 
sulating sheathing, hermetically seal-' 
ed with hot hydrolene cement, is used 
inall McCray refrigerators, providing 
an air-tight enclosure. which means 
efficiency and economy. 


McCray refrigerators,both regularand 
built to order, may be used with any 
type of mechanical or electrical refrig- 
eration. All models are ready for im- 


mediate installation of cooling unit. 


& 


‘McCray Refrigerator Sales Corporation 


761Lake St., Kendallville, Ind. 


Please send further information concern- 
ing refrigerators for CI hotels, restau- 
ants, cafeterias, clubs, [ ] hospitals, in- 
stitutions, [ ] grocery stores, markets, 
[ ] florist shops, [ ] homes, 
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| PIFYING the 
character of club 

buildings that lead- 

ing American cities 

are now building, is i. 

the Queen City Club at Cincinnati. Classic 

beauty of design, with practical arrangement of 

interior space, give it unusual architectural 

interest. 


Permanent, water-proof masonry, such as a fine 
building requires, necessitates using mortar of 
ample strength, and of low water absorption. 


Kosmortar not only possesses these advantages, 
but scientific control of its ingredients assures 


the uniform quality of each and every barrel. 


eo de Av Eee CAN AR CHT TE Cr 


The pleasing color 
of Kosmortar blends 
well with all mason- 
ty. Mortar color may 
be added without 


fear of Kosmortar reacting unfavorably upon it. 


Kosmortar may be mixed as needed and used 
immediately. It is extremely plastic, working 
easily and without drag under the trowel. 


Literature fully explaining these and other fea- 
tures of Kosmortar will be supplied promptly 
upon request. The Ideal Cement for Masonry. 
KOSMOS PORTLAND CEMENT CO., 
Incorporated; Mill, Kosmosdale, Kentucky; 
Sales Offices, Louisville, Kentucky. 


QUEEN CITY CLUB, Cincinnati, Ohio. 


HARRY HAKE, Architect, CHARLES H. KUCK, Associate, Cincinnati; 
J. and F. HARIG, Cincinnati, Contractor; MOORES-CONEY CO., Cincinnati, Dealer. 


THE IDEAL 


CEMENT FO 


RO 
( 
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Pop is “up” on A.C. Motors now 


‘“See, Lad— 


that elevator ride has done more than any 
words I have been able to say to you in convincing 
you that you’ve got to have D.C. motors for torque. 
Did you feel that quick, smooth getaway? Did 
you get that fast, yet comfortable, deceleration? 
Go ride up and down a few times and quit arguing 
with me for A.C. drive. 


‘‘Fine, Pop— 


at last I must agree with you. 


I’m powerless to argue against perfect service. 
You are absolutely right that you couldn’t ask for 
quicker acceleration and deceleration (and those 
two conditions occupy about 90% of an elevator’s 
time). 


That motor started smoothly and accelerated evenly 
and I didn’t see one passenger who looked as though 
he’d suddenly stepped under a cold shower. 


I must congratulate you, Pop, for being 99% right 
for once. 


Your 1% slip is just this—and get it right—I’ve 
followed every detail of this installation and that 
elevator was motored by a Lincoln 2-Speed Alter- 
nating Current Motor.” 


(Editor’s Note: This actually happened to a D.C. elevator drive enthusiast.) 


The Lincoln Electric Co., Dept. No. 11-6, Cleveland, Ohio 


: Liter d" 
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to your judgment.... 


LIGNOPHOL 


Costs 1 Cents'per 
L] Foot of Floor space 


ro including labor 


HE charts above show the 

first cost of wood floor preser- 
vatives. Including labor cost, 
Lignophol is from 50% to 75% 
lower than staining and shellac- 
ing (or varnishing). 

As Lignophol goes ona floor like 
water, factories, office buildings, 
schools, etc., usually apply it them- 
selves. The material alone costs 
but 1 cent per square foot. 


Other methods cost 


3 Cents per 
[_] Foot of Floor space 


And the final cost iseven lower. 

The U. S. Forest Service says 
linseed oil does not protect. Shel- 
lacor varnish wearsoff. Lignophol 
alone gives smooth, dustless 
floors that last for years. 

Be sure to get Lignophol—the 
great life saver for wood, and your 
expensive floors(whether new or 
old) will ke stopped from splinter- 
ing, or rotting, or drying out. 


1. SONNEBORN SONS, Inc. 114 Fifth Avenue, New York 


Other Sonneborn Products 


LAPIDOLITH 


The original concrete floor hardener. 
Adds years to the life of concrete floors. 
This liquid chemical compound Is applied 
like water, witha brush. Hardens over- 
night. Does away with dust and cracks. 


CEMCOAT 


Thispaint stays white when othersturn 
yellow. Can be washed again and again. 
Adheres to brick or concrete as easily as 
wood. Send for samples. 


HYDROCIDE 


A complete line of water and damp- 
proofing products for walls, copings, 
foundations. 


Mail this mot 
Coupon 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Page 74 THE AMERICAN ARCHITECT VOL. CXXXI, No. 2523 


+: 


+ 


Wyckoff Wood Pipe is built of selected Canadian White 
Pine in diameters of from 1 to 48 inches. It is durable, 
economical and quickly laid, and is unaffected by frost or 
electrolysis. Carries 14 to 20 per cent. more water than 
metal pipe and will last as long. 


Wyckoff’s Underground Improved Steam Pipe Covering is built 
ay at Cypress, the Wood Eternal, or Ma ne oe Inner Shell 
jell WS WN is made of Two-inch staves drawn together by heavy tension in 

<2 = ei hiter shape and firmly bound with extra heavy steel wire, bound 


= oO spirally with extra wrapping at each end, insuring strength and 
Oe \ compactness. 


There is a dead air space of %4 inch between the Inner Shell and the 
Outer Shell, which is One Inch thick. 


A. WYCKOFF & SON CO., Elmira, N. Y. 


888—=0OOoOoOD7o@nnawTon09@>)nO”no9)DRna9nDm eo 


Conan: ‘ no real reinforcement to the con- Specify Standardized 


5 Standardized 
(Above) An _ ordinary crete; S-M-C, on the other hand, Metal Caging on your Metal Caging 
soffit reinforcement offer- 4 : 


Concrete Reinforced with S-M-C 
—Positively Protects the Concrete 


An ordinary soffit clip offers vibration, knocks and cracks. 


first class work and 


ing no real protection. fits the beam accurately, extends masy, 
well beyond the flange out into 5 F Fold 
(Below) S-M-C extends - 
out inte ps cores the corners, securely locking s x is j O ria 
anchori t ; end jor jree 
Sen te the steel... the concrete to the steel. Thus iinet tae then 
permanently anchored, the con- other data. Ask for 
crete coating will resist heat, Bulletin 20-E. L 
MITCHELL-TAPPEN COMPANY ee 
15 JOHN STREET NEW YORK New York Life Ins. Co. Bldg. 


° ° ° ° oe Cass Gilbert, Ine., Architect. 
Representatives in Principal Cities Starrett Bros., In¢., Builder. 


“SPANISH INFLUENCE ON 


AMERICAN ARCHITECTURE and DECORATION” 
B 
Rew, SEXTON 
ASSOCIATE EDITOR OF “‘THE AMERICAN ARCHITECT” 


records the development of a new type of Architecture in this COU 


The book is divided into four chapters: 


SPANISH INFLUENCE ON THE PLAN 

SPANISH INFLUENCE ON EXTERIOR DESIGN 

SPANISH INFLUENCE ON INTERIOR DESIGN 

SPANISH INFLUENCE ON AMERICAN CRARTSMANSHIP 


with the following sub-heads: 
(a) Roofing Materials, (b) Wall Treatments, (c) Tiles, 
(d) Ironwork, (e) Furniture. 
Each chapter fully illustrated by photographs of the work 
of American Architects 


Send your order to 


THE AMERICAN ARCHITECT 
239 WEST 39TH STREET NEW YORK CITY 
PRICE $10 PosTPAID 


AWN 
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Alterations and 
Additions to 
Masonic Home, 


St. Louis, Mo. 


Architects— 
Aegerter & Bailey 


Contractor— 
Chas. B. McCormack 
& Sons 


31 tons of Havemeyer 
Truss used. 
2 Gk NS 
a ea ae Se ee eS 
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Remodeling ? 


Fireproof floors are economically 
built by using the 


Simply lay these Trusses on steel beams or masonry, 
apply Havemeyer Lath and concrete, and the floor is 
finished. No form work; no assembling. The great 
strength combined with the light weight of the 
Havemeyer Truss reduces the dead load and thus 
effects considerable saving in structural members. 
This, with the ease of handling and placing, makes 
the use of this Truss the logical method in the 
construction, alterations or additions to schools, 
churches, hotels and similar buildings. Stocked in 
standard units for spans of 4 to 31 feet. Delivered 
ready for immediate use. 


Write for the new Truss Circular. 


Truss Plant nade 


Yoncrete Steel Company 
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*When It’s Full, It’s Full 


(On the Incompressibility of Water) 


ATER is used as the standard of density for all other liquids and for solids 
because a given amount of water always occupies the same amount of space. 
When a container is full of water more cannot be added by compression because 


water is in itself incompressible. 


You can readily find out by experiment that a concrete block after it dries out or 
“sets” shows no appreciable change in size but that it does show considerable 
change in weight. Naturally it grows lighter as the water dries out or evaporates. 


After the water leaves concrete, the sand, gravel and cement parts do not close in 
and occupy the tiny spaces where water has been nor will sand, gravel or cement 
swell to fill those places. There must then be millions of 
little voids or vacancies left in the concrete because water 
has evaporated and we know that the water, being in- 
compressible, must have occupied a very definite amount 
of space. 


All the space left in concrete by the evaporation of the 
mixing water remains ready to invite water again should 
weather or accident of flood change the dry surroundings 
to wet. The concrete remains ready to absorb whatever 
moisture may be brought in contact with it. No amount of effort will com- 


bress water—so, when water 
dries out of concrete you know 


This is where Truscon Waterproofing Paste Concentrated there is as much vacant space 
. . . n amie A " in the concrete as the water 

exercises its effective, protective ability. Mixed with the occupied. 

concrete before pouring, it thoroughly intermingles with 

the mass and, by a simple process, forces the voids or vacancies in concrete to 

repel water instead of attracting it. This is the only satisfactory waterproofing 

procedure because it is the only waterproofing method that is both absolute 


and permanent. 


=z 


tq This is No. 4 of a series of non- 
technical explanations prepared 
by R.A. Plumb, General Director 
of The Truscon Laboratories, 
on the necessity for integrally 
waterproofing all concrete used 


in building. General Director of 
THE TRUSCON LABORATORIES 


Write for free data on the practical uses of Truscon Waterproofing Paste Concentrated. 


THE TRUSCON LABORATORIES = = DETROIT, MICHIGAN 


OFFICES IN ALL PRINCIPAL CITIES * ) FOREIGN TRADE DIVISION, NEW YORK 


FRUSCON 


CONCENTRATED 
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THAT EXTRA STRENGTH OF 
Rail Steel Reinforcing Bars 


Qk CK WLW jn 


XM AGG 


ee 


- e e A favorable consideration is 
the fact that overloads which would 
produce a permanent open crack in 
structures reinforced with mild steel 
wa Bee do so eee reinforced with 
igh-carbon steel, because the steel, still 
elastic, draws the cracks together. ” Re- ibaty fut Sabor 
Secrisa bars rolled from either billet of Commerce Basld- 
a — a are suitable reinforce- ing Code Commitee 


THE cANNIVERSARY OF cAN IMPORTANT ENGINEERING FACT 


@Ten years ago, the report of a famous building 
test proved the value of high elastic limit in con- 
crete reinforcement. 


NK oo’TDFH iQ 


Q(AMW™MH’7 1 I[ j_ve 


@Today, we are reminded again of the importance 
of that extra strength of rail steel bars by the report 
of the U. S. Department of Commerce Building 
Code Committee. 


q{ 1;O$6w WW ’»”Tp"=>Feéani A .g i 0X QAI. ..LULXAAAAL nf lig fog ggg gc 0: IAI IQ QXQ?QAN A AAAA]H LAAd XLII DLDLn1n 


Copies of both reports are available at 
the office of this Association and will 
be mailed free of charge on request. 


yf & fibeah fe 
Furnished in accordance with cA. S. T. M. Specification A-16-14 or [in Canada] C. E.S. A. A 9-1923 


Rail Steel Bar Association 


111 West Jackson Boulevard « Chicago, Illinois 
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Y 
Buffalo Steel Company Connors Steel Company Laclede Steel Company Pollak Steel Company ZY 
Tonawanda, N. Y. Birmingham, Ala. St. Louis, Mo. Cincinnati, Ohio Z 
Calumet Steel Company Franklin Steel Works Missouri Rolling Mill Corp. West Virginia Rail Co. Z 
Chicago, Ill. Franklin, Pa. St. Louis, Mo. Huntington, W. Va. Z 
Burlington Steel Company, Hamilton, Ontario Canadian Tube & Steel Products, Ltd., Montreal, Quebec 7 
Y 
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Another Quaker Brick 
Creation for the 


Quaker City 


Philadelphia is famed far and wide for its old, 
Colonial architectural gems built of kiln-burnt 
Brick. And because Quaker Colonial Brick sim- 
ulates—so very. accurately—the beautiful shades 
and unusual markings of this century old build- 


ing medium, it is only natural that it should be 
chosen for church architecture of the better type. ¥ 


We are confident that you will find Quaker Brick 
a distinct departure both in color, surface and 
markings—a building medium well worth con- 


sidering when planning exterior walls. 
Partial View of the 25 eee 


CHRIST EVANGELICAL CHURCH, May we work with you? If you will send us 
Ogontz and Grange Avenues, Philadelphia. sketches, or briefly outline your ideas, we will 
NORMAN HULME, Architect. make specific recommendations as to colors, bond 

H. P. SCHNEIDER, Contractor. and mortar, and forward actual brick samples. 


LANCASTER 


A fireproof, durable, non-warping, non- 
shrinking substitute for wood or metal 


AS 


CARVED[=W ea 


Panels, plain and ornamental in 
Duretta possess the feeling, grain 
and tool marks of wood. 


Se a aid a 


ee eae, Pees 3 et: 


The use of Duretta from archi- 
tect’s designs in many notable 
buildings has achieved the results 
desired with material saving and 
advantages. 


Send for illustrated booklet 


G. FE. WALTE 


57 EAST 44th STREET-NEW YORK 


Compo'Ornaments: Ornamental Plastering 


ee 


Te 
‘ 


& 


Section Prete Wuinscst--Privats Dising room New Yor Times Aecaite 
Ludlow @ Peabody, Architects 


APMC Ea EEA ASO MESON SCOR 
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MODERN SCHOOLS 


are completely equip- 
ping their entire build- 
ings with 
HAMLINIZED 
SOUND 
PROOF 
DOORS 
and folding ieee ea 


on 


PARTITIONS request 


: , THE EASTMAN SCHOOL OF MUSIC 
In this day of Modern Teaching, Rochester, New York 


chi ya Hamlinized Doors are used throughout this building, 
haphazard and make-shift build in all studios and class rooms. 


ings are giving wa if Gordon & Kaelber, Rochester, N. Y., Architects. 
8 8 8 y to schools and McKim, Mead & White, New York City, Associate 


colleges that are built to meet the Architects. 


demand for concentrated study IRVING HAMLIN 


free from distraction. 1502 Lincoln St. 


Evanston, III. 


Do You Know How to Judge GLASS? 


Send for this Handbook and learn how to 
— distinguish one quality from another so that 
“indow ( you can specify grades with a complete un- 
In th. as : ; 
ithe Matz derstanding of the product and with assur- 
— ance that the building owner will receive a 
full measure of value. 


This interesting textbook also tells how glass 
was discovered, how it was made throughout 
the ages and finally developed by the various 
processes in operation today. A copy should 
be in your file for ready reference together 
with our new ‘Complete Window Glass 
Specifications” now ready. 


AMERICAN WinvDow Grass Co., 
Specification Bureau, 
Pittsburgh, Pa. 


Kindly send me your 112-page book 
C1 “Window Glass in the Making” and your 


AMERICAN WINDOW GLASS CO. Fy *Complete Window Glass Specifications.” 
[BEST World's Largest Producer of Window Glass [-BESTH 
GENERAL OFFICES: PITTSBURGH. PA. . BRANCHES IN PRINCIPAL CITIES 
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| Fume Hoods 


That are Safe 


AFE against heat, fumes, va- 
pors, acids, alkalis — safe 
against leakage through open 
joints—safe against every deteri- 
orating influence—these are the 
big facts about Alberene Stone 
Fume Hoods. This natural stone 
was ages in the making. It has 


BEN 


survived the fiery tests in Na- 
ture’s laboratory, where it ac- 


quired the qualities which make 


FAG! 


ao) 


Clean-cut design, = EN ALK fp: * | 5 The catal Albere 5 - aebee 

proof construction, and CS= ANY, ie lheg se cae ie Looe 1t time-and-depreciation-proof, It 
fire-safety are evident, SAODY ment should be in your 

in the laboratory above — reference files. is the material to use for per- 


where Alberene Stone is 


sed for hoods, tabl i 
use or hoods, table manence in fixed laboratory 


tops, shelving and sinks. 


equipment. 


ALBERENE STONE CoO. 


AGIs WEsT 234 St. NEw YORK CITy. 


Boston, Chicago, Philadelphia, Newark,N.J., Pittsburgh. 


FINISHED 
ASPHALT 
COATING 


NOT 
OVER 


__‘PER SQ. 
lbs -o0T 


STEELDECK ROOFS 


Illustrated literature on request. 


TRUSCON STEEL COMPANY, « YOUNGSTOWN, OHIO 
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CUTTING FLAME EXPLOSIVES ~ 


Here is the Mat which embedded in Concrete, is Drill Proof, Flame Proof and 
Resists Explosives 


When You Specify 


“3 Point Protection’ — 


Here’s what goes into the vault walls, into the roof and 
into the floor: 


A mat of heavy steel mesh, resistant to (1) drill, (2) cut- 
ting flame, (3) explosives. These three most vital features 
of protection—combined only in Steelcrete Armor Mat. 


You will find many of the world’s biggest modern vaults 
are Steelcrete—Steelcrete with its positive “3 Point 
Protection.” 


Write for special vault information for Architects: ( ) Typical Details, 
( ) Typical Specifications, ( ) List of Notable Installations, ( ) Reports 
from Owners of Steelcrete Vaults. 


The Consolidated Expanded Metal Companies 
Steelcrete Building, Wheeling, W. Va. 


Atlanta Cleveland Pittsburgh 
Boston Philadelphia Chicago 


Branches: New York 


Buffalo 


oa 
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ing Inks 


ih 


Drawingilk } 


Library F 


HE EASY working quality, character- 
istic of Higgins’ Drawing Board and 


Page 81 


Library Paste for many years, is now re- 
established due to the fact that we are 
again able to obtain the essential raw ma- 


terials. 


It is easy and pleasant to spread Hig- 
gins’ Drawing Board and Library Paste 
with the fingers, and in addition to the 
usual containers, it is now put up in con- 
venient 5 oz. and 8 oz. waterwell jars with 
brushes. In this manner the paste is kept 
forever fresh, and it may be further 
“worked up” with water, if desired, though 


this is not necessary. All of the original 
adhesive tenacity is retained. 

Higgins’ American Drawing Inks are also 
manufactured in accordance with the orig- 
inal formula—the formula which created 
the first liquid India Ink, and established, 
in 1880, today’s standard drawing ink. 
Blacks, White and 11 brilliant colors, 


At Your Regular Supply Dealers 


CHAS. M. HIGGINS & CO., 271 Ninth St., Brooklyn, N.Y. 
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Brickwork finished with Cabot’s Double-White 
Dean & Dean, Architects, Sacramento, Cal. 


The average flow of water Multi-Stage 


° ° Ser ee Pepe sito RY Centrifugal Pump 
Artistic and Unusual al aN 
feet per ee poe 
v h ap proxi- 
Architectural Effects nate 4 800,000 


; tantly bei hieved, with almost z 
are constantly peng acnevGmreouve | mere Is Economy — 
ginia White or Cabot’s Double-White on 


@ ‘ 4 
brickwork and stucco. The textural quality Only in . 


of the brickwork is not impaired, because 


there is no glossy or “painty” effect. The] ECoppect Capacity 


result is a soft and brilliant white—as fresh 


and bright and cool as new whitewash and OU are right to expect the maximum eff- 
as durable as paint—which brings out all of ciency in a pump. But only by study of 
the architectural detail with striking success. pipe line characteristics and other losses can 


high total efficiency be obtained. 


An efficient pump may save fuel for instance, 
only to waste it in its own operation because 
of excess capacity. This would be false econ- 
omy. True economy is in correct application. 
To this end, Economy’s makers offer the as- 


: : : sistance of Economy engineers. Their cooper- 
It is not a paint, but a colloidal compound ation with your engineers will insure efficient 
that is finer than paint, has far greater pene- pumping. 


trating and waterproofing powers, and is so 
much more opaque that two coats will cover 
any surface as completely as three coats of 


Economy sturdiness of design and precision 
methods make for additional economy by 


ordinary white paint. avoiding shutdowns for repairs. This is more 
significant in determining pumping costs than 
9 e oye e ° 
Cabot’s Old Virginia White is first cost. 
for the White “Stain” Effect The broad experience of Economy engineers, 
on Shingles, Stucco and Stone. under all conditions will be helpful to you. 
Another colloidal compound that is as bright and Their service isfree tovall Rocpeceuii eas 
clean and cool as fresh whitewash and as durable ECONOMY Multi-Stage Centrifugal Pump 
ee A new Georgian or Colonial brick house See illustration above 
takes on a hundred years of well-groomed old age Suitable for high pressure house supply in tall buildings, for 
: Sea crete ; ; ice, high press iler feeding, bri 
when treated with Old Virginia White. inion eee eyes Pome paclibeieey Mas: 
to 30 lbs. per square inch at standard motor and steam turbine 
2 e e peeds. 
Cabot S Creosote Shingle Stain ; mie » ae ene Features 
. (eo) . 
i a ralts 2. Limited head tage for high efficiency. 
for harmonious color-combinations and thorough 3. Solid one pices broue dap} races uae 
wood-preservation. 4. Split on the horizontal center line. 
6 Stuedy anes feat dent itl 1 study gi t 
. « . ur mechanica esign witn unusua u liven oO 
Samples and full information on request. design of minor parts. io is 
) Ask for Bulletin No. 406 describing this type of pump in detail. Write us. 
i Economy Pumping Machinery Company 
3431 West 48th Place, Chicago 
Papresentatives in Principal Cities—Telephone & address under Economy Pumping Machinery Co. 
Incorporated ss 


BOSTON, MASS. 


Manufacturing Chemists 


342 Madison Ave., New York 5000 Bloomingdale Ave., Chicago 
San Francisco Portland Los Angeles 
Philadelphia Kansas City Minneapolis 


Cabot’s Creosote-Stained Shingles, Insulating and 
Deadening Quilt, Waterproof Collopakes, Conservo 
Wood Preservative, etc. 
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SNC HER GENTRAT VACUUM CLEANING SYSTEMS 


The PARAMOUNT THEATRE 
in New York City, designed by C. W. & Geo. L. 


Rapp, Architects, while in continuous use for 


many hours each day, never appears other 
than fresh and clean. A Spencer Central 
Vacuum Cleaning System provides the means 
of cleaning this theatre quickly and_thor- 
oughly. 


eToe) 2M etoe) 


Patrons are attracted to a theatre not only by the entertain- 
ment it offers but also by the comforts it provides. Cleanliness 
is an important asset to any theatre. 


Information on the Spencer system sent upon request. 


THE SPENCER TURBINE CO. 


HAS. TebeOshe, COOANZNY, 


DUBGIS Woven Wood Fence 


It has charm, and great strength as well. It graces a 
lovely garden, yet it can perform the most rugged type 
of duty. It is highly individual, and yet there never 


ie problem on this Southampton estate was to find 
something that would relieve the severity of the sandy 
shore land, and blend readily with the white stucco 


buildings. 

That Dubois provided the solution may be seen at a 
glance, and the more the situation is studied, the more 
the versatile nature of Dubois is realized. 


was a fence that could give more all-round service, for 
country of town, at so reasonable a figure. 


Prices and Erection Data may be had upon request 
from Robert C. Reeves Co., 187 Water St., New York. 


a 


Made in Franceof 
split, live chestnut 
saplings bound to 
horizontal braces 
with heavy, rust- 
proof Copperweld 
wire. Comes in 5- 
ft. sections, in two 
heights, 4ft-11 in. 
and 6 ft. 6in. 


Photo by 
Amemya. 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 


Page 84 


are 


Zan a \ 
ao 
an co co NI a 


S 


Setar poet 


Bs 
Se TINS 
Se 


aa 
. 


Y ‘Telling 
Home Builders 
Important Facts About 


Interior Walls 


HERE was a time when the interior 
walls of the home were looked upon as 
nothing more than lath and plaster—a 
method of dividing one room from another. 


Today, the attainment of beauty, perman- 
ency, and lasting satisfaction in all interior 
walls is a significant development in keeping 
with the progress of better home building. 


To further stimulate this increasing interest, 
we have prepared an illustrated book enti- 
tled “Interior Walls Everlasting’—pictured 
above. To obtain its widest possible distribu- 
tion to prospective home builders, we began 
advertising it in the June.magazines devot- 
ed to the home. 


This is a booklet that will interest every 
home lover who contemplates building or 
refinishing. It may already be in the hands 
of some of your clients. Would you like to 
have a copy? 


Best Bros. Keenes Cement Co, 
1060 W. 2nd Ave., Medicine Lodge, Kans, 


— oe oe 
ee es a oe 


; 13 CEMENT CO. 
i BEST BROS. Sears Lodge, Kansas 
\ 
1 
1 


: MEDICINE LODGE : 
eT ANSAS a Ss 


1060 W. 2nd Av a 
d me, free, 4 copy of your illus : 
Please me, E r Walls Everlasting 


trated pook, “Interio 
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An Important Question 


Into the mind of a thoughtful builder about to 
use roof trusses for a building of wide span enters 
the question: Are the trusses going to be strong 
enough to carry maximum wind and snow loads 
safely? 


Most any make of truss might carry a roof; 
but there is a satisfaction in using roof trusses 
that are designed correctly and that are known 
to be safe. 


Three Standard Types of Wood Roof Trusses— 


“Bowstring Trusses” “Lattis-Trusses’’ 


“‘Factory-Built Trusses” 
(Glued, nailed and bolted upper chords) 


McKeown Bros. Company 


112 West Adams Street 21 East 40th Street 
CHICAGO NEW YORK 
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TUXEDO MEMORIAL HOSPITAL Byron Bancrorr SmitH, Architect 
Sedgwick Hospital Elevator and Dumb Waiter Installed 


HOSPITAL . 
ELEVATORS 


EDGWICK Hand Power Hospital Elevators 
are suitable for service in many hospitals, 
sanatoriums, clinics, and similar institutions. 


Careful adjustment of counterweight to balance 
car and average load limits the use of these 
elevators to the following six conditions: 


ist — Raising the car with the average load. 
2nd—Lowering the car with the average load. 
8rd—Raising the car with less than the average load. 
4th—Lowering the car with less than the average load. 
5th—Raising the car with more than the average load. 
6th—Lowering the car with more than the average load. 


Under the first two conditions the operator need 
exert only enough effort to overcome inertia and 
friction, which in the Sedgwick outfits are 
practically negligible. 


Under conditions 3 and 6 the operator merely 
releases the brake and permits the car to move 


by gravity, maintaining control by means of the 
brake. 


Under conditions 4 and 5 the operator exerts 
sufficient power (proportionate to gearing, which 
is about 15 to 1) to lift the difference between 
the weight of the car and load and the counter- 
weight. 


Clay wall coping 
adds finish and 
permanence to 
any brick wall. 


In only two conditions out of six under which 
the elevator is used is power required to be 
exerted by the operator, and with Sedgwick 
outfits this makes no unreasonable demand upon 
the operator. 


THE SEDGWICK ARCHITECTS SERVICE 
DEPARTMENT is maintained to assist you in 
the proper selection and writing of specifications 
for Hand Power Dumb Waiter and Elevator 
equipment for all purposes. 


Write for New Catalog 


SEDGWICK MACHINE WORKS 
159 West 15th Street New York 
Manufacturers of “The Invalid Elevator,” 


Freight Elevators, Fuel Lifts, Trunk Lifts, 
Ash Hoists, Gravity Drops, etc. 


CLAY PRODUCTS ASSOCIATION 
Chamber of Commerce Building - CHICAGO 


aeae0a8 


EASTERN CLAY PRODUCTS ASSOCIATION 
Colonial Trust Building ‘ PHILADELPHIA 


AA6-20 Gray 
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Tensile strength testing machine 
in Laboratory 


A NEW and Important 
Note of Comfort and 
Decoration for the Home 
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A Giant is Safe 1 
with UNITY Fixtures — 


The superior strength of Chinawyte Unity bathroom 
fixtures, due to their one piece construction, has been 
‘Blends Perfe ect ly Into Every definitely established by a prominent engineering 


] thority. : 
Decorative Scheme for the Home authority 7 | 
Tested to destruction on a tensile testing machine 


Unity fixtures withstood several hundred pounds 


THER 


Eclipses Bare 
Radiators 


ECAUSE of its many superior qualities, greater pressure than any other fixture. Pressure 
: : sols was applied in a manner comparable to a man pull- 
THERMAINO is rapidly gaining recog- ing bhnecltiont of auere 
nition from Progressive ARCHITECTS, This extra factor of safety is present in every Unity 
BUILDERS and DECORATORS. The outstand- ee hype See ‘Perhaps that is why so eae 
: - : architects, builders and owners of apartments, hotels 
ing feature is a new and exclusive arrangement and private residences specify nia aaa : 
of grilles which greatly increases the heating efh- Further significance is attached to this test by the 
ciency. A recently added feature is the AIR- fact that the Balmer Company has never been called ‘a 
INSULATED TOP which docs away with the on to replace a Unity fixture broken in use. : 
: : ash : ; You will be interested in studying this test. Write we 
inefficient asbestos lining and assures proper insula for a copy. ‘The J.-H. Balmer Conti ilainann 
tion against the heat from the radiator. 'THER- Plane Street, Newark, N. J. 


MAINO tops are comfortably cool at all times. 


Chinawyte Unity recess fixtures and Easy- 


This splendid combination of heathful WARMTH, Set detachable fixtures” al =a. a 
white and in several beautiful colors. 


PROTECTION and BEAUTY totally eclipses a 


AIT 


the ugly effect of bare radiators. 


THE HART & COOLEY MFG. CO. 


Corbin St., New Britain, Conn. 


ALL 
WHITE CHINA 


UNITY 


CHINAWYTE RECESS 
BATHROOM FIXTURES 


Gentlemen: 


Please send me illustrated folder of Thermaino designs 
and details of construction. 


Name 


Address 
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1-5—Angle Steel Buck 2—Wood studding 
3—Nails to hold buck 6—Wood cross brace 
4—Ferrules for screws for jambs 


Shower Bath Door 


ORTUNATE indeed, is the home that has a 
JP buite in shower stall, enclosed and beautified 

with the dignified ZAHNER Shower Ba th 
Door. During the hot weather months when the 
entire family spend a major part of their time in 
out-door sports and recreation, the shower bath 
brings an added source of satisfaction in the 
refreshing luxury and comfort that it provides. 

The ZAHNER Shower Bath Dooristhe result ofa 
universaldemand. Ittakes the place of the impracti- 
cal and unsanitary canvas or rubber curtain that 
cracked, shrank and kept out the light as well as be- 
ing unsightly. Because it is practical and modern, 
your client will appreciate your thoughtfulness in 
specifying The ZAHNER Shower Bath Door. 

The ZAHNER Shower Bath Dooris handsomely 
fashioned of extruded bronze, silver nickel plated, 
making it rust and corrosion proof. There are no 
wood cores to warp. All joints are welded. All Doors 
are equipped with the highest quality, clear polished 
glass panels, set in rubber, with condensation gutter 
and adjustable gasket across bottom. 

With The ZAHNER Shower Bath Door is fur- 
nished a patented Steel Buck (see key above for de- 
tailed explanation of the Steel Buck feature) made 
of 11% inch steel angle, braced and welded solid. 
Fastened securely to the studding before tile is set, 
it becomes a part of the wall. Result — the Buck 
feature insures a permanent, proper size opening 
to accept door—that will never warp OF shrink. 


A full length piano hinge is used to hang 
door to angle Steel Buck. Anyone witha 
screwdriver can permanently hang it in 
15 minutes. The ZAHNER Door will 
render lifetime service and satisfaction. 


ZAHNER MANUFACTURING GO! 
Dept., A-620 
KANSAS CITY, MO. 


Plumbers ~ Supply Houses 
Tile Companies~Gen.Contractors 
Write for Dealer Prices v Literature 
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A new JROQUOIS 
—quiet as ever! 


Electric refrigeration is an actual necessity in apartment 
houses—and the demand is for a machine that is quiet—there 
must be no noise to annoy the tenants or the occupants of ad- 
joining apartments. 

You can safely specify the quiet Iroquois. It is as quiet as 
the gentle whispering of the woodland pines, and it is amazingly 
efficient—it produces cold, dry air, like the crisp dry cold of a 
frosty night. And the Iroquois is so compact and so simple in 
construction. It works under low pressure, takes less current to 
operate, and requires a minimum of servicing. 

The all-metal cabinet of this new apartment type Iroquois is 
white enamel inside and outside—beautiful in appearance and 
adds to the attractiveness of any kitchen. It is 61” high, 22%” 
deep, 2614” wide, and is well insulated with corkboard at top, 
bottom and sides. 

This quiet Iroquois has unusually large food capacity for an 
apartment type—5%4 cubic feet—and has also greater ice-cube 
capacity than any other machine of its size—110 cubes, or more 
than 9 lbs. of ice. An extra tray is provided to store ice cubes, 
when regular trays are used for frozen dainties. 


We will gladly send you complete details regarding the quiet 
Iroquois for apartment house use. If desired, we will also furnish 
information about the eight other quiet Iroquois types—in white 
or gray cabinets made by Bohn—for home use. Write us today. 


THE IROQUOIS ELECTRIC REFRIGERATION COMPANY 
1600 Arch Street, Philadelphia 


Associate of The Barber Asphalt Company 


[ROQUOIS 


REG.U.S.PAT.OFF 


The quiet electric 
REFRIGERATION 
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Panelboard Help 


There is a capable panelboard man in each & Dis- 
trict Office to give expert advice at the time you 
need it most. 

The @& Catalog is designed to give you 
all the informa- — a 
tion you require : 
on ordinary 
jobs, laid out to 
be easily and 
quickly read. 
When the occa- 
sion arises, there 
is a service man 
at your call with- 
out delay, cost or 
obligation. And 
he is backed up 
bythe most com- 
plete line of pan- 
elboards ever 


built. 


Complete Estimates upon request 


Frank Adam 


ELECTRIC COMPANY 
ST. LOUIS 
Offices in the following Principal Cities: 


Atlanta, Ga. Omaha, Neb. 
Baltimore, Md. Pittsburgh, Pa. 
Boston, Mass. Philadelphia, Pa. 
Brooklyn, N. Y. Salt Lake City, Utah 
Buffalo, N. Y. San Francisco, Cal. 
Cincinnati, Ohio Seattle, Wash. 
Dallas, Texas St. Louis, Mo. 


Denver, Colo. 
Detroit, Mich. 
Kansas City, Mo. 
Los Angeles, Cal. 
Memphis, Tenn. 
Minneapolis, Minn. 
iami, Fla. 
New Orleans, La. 


THE AMERICAN ARCHITECT 
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Anything in the Speakman 
catalog can now be had in 


Speakman Chromium 
Plate which— 


will never tarnish. Requires no pol- 

ishing. Is always bright. Not affected 

by salt air or salt water. 
against most acids. 


Is proof 


Showers, Bath, Lavatory 
and Sink Fixtures are all 
shown and described in 
this loose leaf catalog 
which is made up for your 


files A. I. A. classification 
29H3. Your copy will be 


sent promptly. 


SPEAKMAN COMPANY 
Wilmington, Del. 


SPEAKMAN SHOWER 


and FIXTURES 


“Safe to build in the wall” 


oo 2D 
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Now, a Light Electric Elevator for every 
class of retail store, warehouses, hospitals, fae 
apartments, bakeries, mortuaries, office build- | i 
ings, factories and other institutions where li. 
fast, safe, low cost elevator service is an ab- | i] = 
solute business necessity. i it ————— 1 

It meets a need for a safe, pratical, inex- cc ae ny fy Pant ie ae = 
pensive outfit for smaller business institutions, lk =F | | \ ral ie 

it ANE i il in {i <> 


Furnished complete. Information ard pri- ; 
ces upon request. ni Hd | 
ay te Way 
= 
| 


i | 


\ 
| 
i 


| 


sa/a2las'ee 
FYIoEIE Ics 
ESIEE IEE] 
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“Hot Water for the 


Nation” 


Unseen through the exteriors of our great 
cities and small hamlets are the inner services 
which give us the conveniences of our present 
day civilization. 


Among the greatest of these is the important 
task of supplying hot water for a thousand and 
one present day uses. Whether it be a modest 
home or the largest and most imposing public 
building, here you will find a Dahlquist Copper 
Boiler performing its work—quietly, faithfully, 
and without failure or complaint. 


KIMBALL Whether it be a 5,000 gallon giant, contain- 
BROS. CO. ing nearly three tons of pure Lake copper, or a 
/ | 25 gallon range boiler with the patented Aqua- 
AAG ete cbs % therm attachment, each will probably outlive 
the building it is serving. Each Dahlquist 
Aquatherm Boiler is guaranteed in writing for 
twenty-five years by the largest manufacturer 
of copper boilers in the country. A guarantee 
no other manufacturer has dared to meet. 


Write now for full information regarding the 
epoch making Aquatherm and detailed descrip- 
tions of the various copper boilers produced. 


“Hot Water Service for the Nation” 


AN tk 1883 | Dahlquist Manufacturing Co. 


52 West Third Street, South Boston, Mass. 


a iar 
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SIGNET 


Back Water Trap 


FLOOR DRAINS 


REQ. U. 8. Pat. OFF. 


The Point is This ~~ 


On the “boards” in your office you 


Pat'd Dec. 3, 1914 


probably have a design of low pitch- 
ed or flat roof that calls for an 
exceptional roofing material. One 
that will lie flat, stay flat and wont 
crack or peel. 


All-metal construction—no rubber, nor 
composition gaskets to wear out—no 
floating balls. Trap valve has metal-on- 
metal seat. Opens by positive pressure 


The point is we ought to get together. —closes by gravity. Leakage impossible. 
WRITE FOR SAMPLE BOOK N 


Write for circular 


John Boyle & Cor Inc. Crampton-Farley Brass Co. Kansas City, Mo. 


Established 1860 Specifications in The American Architect Specification Manual. 
112-114 Duane St. NEW YORK 70-72 Reade St. Details in Sweet's Catalog. 
Branch: 1317-1319 Pine St. St. Louis 


UNIVERSALLY USED 
DAYTON-DOWD “Sinps 


REPRESENTATIVE USERS A policy of specialization, 


PALMER HOUSE founded upon exceptionally 
STRAUS BUILDING broad knowledge and years 
BUSH TERMINAL of experience in centrifugal 
METRO - GOLDWYN - pump design, has made 

MAYER STUDIOS, possible unusual values. 

CALIFORNIA The unvaried day-in and 
U. S. NAVY day-out dependability of 


STANDARD OIL CO. Dayton-Dowd Pumps has 
NEW YORK CENTRAL  W0n universal favor amongst 


SWIFT & CO. the architectural profession. 

o 5 AMERICAN SUGAR The Dayton-Dowd Co. has 

The ete oer mone se scents is REFINING CO. prepared a series of inter- 

satisfying the. service demands of offices, factories, VICTOR TALKING esting and instructive bul- 

public buildings and large residences where simul- MACHINE CoO. letins on centrifugal pumps 
taneous conversations are necessary but where the FORD MOTOR CO. —write for them. 


volume of traffic is not large enough for a switch- 
board system and a paid operator. 


Easy to operate, it saves everybody's time, cuts down 
useless running around, speeds production and in- 
creases efficiency. 


Made by a firm with more than thirty years ex- 
perience in the making of voice transmission and 
voice reception apparatus. 


Write for literature describing Stromberg- 
Carlson Telephone and Radio apparatus 
and trade discounts. 


Stromberg-Carlson Telephone Mfg. Co. 


1060 University Ave., Rochester, New York 


Stromberg-Carlson| 


ils 


OFFICES IN 51 PRINCIPAL CITIES 
IN THE UNITED STATES AND CANADA 


DAYTON-DOWD COMPANY 
QUINCY, ILLINOIS 


De 


(} 
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BRONZALUN A a ede 


Anti~Slip Treads glance the correct 


sizes of cords and 

pulleys to use with 
different sizes 
of windows will 
be furnished for 
the asking— 
also samples. 


TRADE MARK 
REG. U.S. PAT. OFF. (yah 


Sash Cord insures smooth, quiet, 
and continuous operation of 


ROYAL INSURANCE CO., NEW YORK 
Starrett ® Van Vleck, Architects double hung sash. 


Bronzalan elevator door thresholds har- The Colored Spots plete ore paras 


monize with architectural features, elimi- dependable solid braided cotton cord for you any- 
nate slipping, hazard and wear indefinitely. where and protects your specifications. 


AMERICAN ABRASIVE METALS CO. SAMSON CORDAGE WORKS 


ne 


50 Church Street, New York 88 BROAD STREET fj Boston, MAss. 


Established 1897 


ae WOOL 


Is an all mineral fibre material and 18 


inelastic. 


As such, it 1s one of the best sound 


proofing materials available. 


STEEL SHELL CONCRETE FILLED 


SUPPORTING COLUMN Mineral Wool also 
ADAPTABLE TO ALL FORMS OF 
CONSTRUCTION 1. Insulates against heat and cold. 
2. Is a fire resistant. 
3. Is vermin proof. 
Full Reference LALLY 
Data in SWEET 'S, COLUMN HANDBOOK ; 
pages A-556-7 sent upon request Samples and Literature Sent on request 


LALLY COLUMN COMPANY US.MINERALWCOLCO 
ERIE and ALBANY STREETS 280 MADISON AVE., New YORKCITY 


CAMBRIDGE - - MASS. Western Connection 
COLUMBIA MINERAL WOOL CO. 
1504 East 53rd Street 


4001 WENTWORTH AVE. 211-249 LOMBARDY ST. 
Chicago, Ill. 


CHICAGO Be LLL, BROOKLYN - N.Y. 


 —<—<—  — — — — 
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No added cost for 
classic beauty 


With all their regal grace, their stately elegance, their 
classic beauty—Hartmann-Sanders Entrances cost little, if 
any, more. 

The genius of Hartmann-Sanders craftsmen is a revelation 
to architects. Whether in exterior or interior work, these 
trained men know how to give expression to your artistic 
conceptions. 

Write for catalog W-52 of model entrances or catalog W-34 
of columns, Hartmann-Sanders Co., 2154 Elston Ave., 
Chicago. Eastern Office and Salesroom, 6 East 39th 
Street, New York City. 


HARTMANN:SANDERS 


Pergolas (E2> Colonial 
Rose Arbors Pie | Entrances 


Garden VEG Koll 
Equipment seers, Columns 


TAPIA C m\ 


Maximum Pro- 
tection Against 


Fire, Theft, Weather— 


is found in Kinnear Steel 
Rolling Doors. They are 
strongly constructed of in- 
terlocking, fire - resisting, 
steel slats. The channel 
shaped groove in which 
they run offers no opening 
to wind or storm. 


Write today for catalog No. 
H-to and learn how Kinnear 
Doors will serve you. 


The Kinnear 


Manufacturing Co. 
801-852 Field Avenue 
Columbus, O. 


ENAMELED CONDUIT 
PATENTED 


Now! Real Protection 


for Conduit Threads 


A METAL CAP held secure by lugs, 

cushioned with fibre. Here’s pro- 
tection that assures perfect threads, 
solid fitting couplings. There’s real 
security in Pittsburgh Standard Enam- 
eled Conduit. 


Enameled Metals Company 
PITTSBURGH, PA. 


\\I 


Z 


ERVICE built into these trade-marked lumber 

products during the process of manufacture must 
account for the dependence that good builders place in 
them. Every phase of manufacture is governed by stand- 
ards unexcelled in the industry, based upon long experi- 
ence in lumber production and a desire to give maximum 
construction value to the user. The trade-mark is placed 
on the end of the piece for ready identification of such 
uniform quality. 


Having reserves of finest virgin timber to supply our plants far 
into the future, we further aim—by careful logging, reforesta- 
tion of cutover areas and aggressive forest protection—to keep 
all our forest land acres fully stocked with growing timber to 
sustain a permanent lumber manufacturing enterprise. 


Know the Lumber You Buy 


Douglas Fir Lumber and Timbers, Douglas Fir 
Window Frames. . Western Hemlock Lumber 
-.-Southern Pine Lumber and Timbers ... 
Southern Hardwood Lumber and Timbers, 
Oak Flooring . .. California White Pine Lum- 
ber, Sash and Doors, Box Shooks.. . Creosoted 
Lumber, Timbers, Posts, Poles, Ties, Guard- 
Rail Posts, Piling. 


THE LONG-BELL LUMBER COMPANY 
R. A. Long Bldg. Kansas City, Mo. 
Lumbermen since 1875 
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| WN y © 7 QUALITY CHARACTER DISTINCTION 
NIQUE 7 EAD / 
‘COLORED PENCIL 


“UNIQUE” THIN LEAD 
Colored Wooden Pencil— 
has the best and most usable 
thinnest lead of utmost 
strength and durability. 
Can be sharpened in a pencil 
sharpener to a needlepoint. 


Make fine lines in color 


for 
figuring 
checking 
underscoring 
blueprints 


charting, etc. I ESERE ul BUSINESS CHAIRS 


The 12 colors en- 


bl t Tinga a ite, 
to ace thels | : Nic ul LOS Bi Selected to meet individual requirements, add 
own symbol. distinction to their surroundings. Comfortable 


No. : No. or oe chairs make for favorable impressions. 
Ree 11309 fH wane’. 1ais fe 
° d i 5 eat U : 2 
Glen 1208 Lt. Blue . 1216 The B. Le Marble Chair Company 
Yellow 1209 Pinks eel 2177 A Z : 
Purple 1210 Lt.Green 1218 rae PEE a Bedford, Ohio 


Bro 1212 M 2 
Town oor 9 101 Park Ave., New York City Tel. Caledonia 7026 


At all dealers, or write direct 


AMERICAN LEAD PENCIL CO., 228 Fifth Ave., NewYork 
Makers of the famous VENUS Pencils 


COMMON SENSE plus BEAUTY 


Twinpax Fixtures are sensible—can- 
not become wholly empty—there is 
always a reserve package of toilet 
tissue in the extra compartment. 
The fixtures are attractive in high 
degree—made in tile, any color. Blue 
prints, etc., gladly sent on request. 


NATIONAL PAPER PRODUCTS CO. 
Architectural Service Division Carthage, N.Y. 
Ask for A.LA. filing catalog 


We show complete illustrations and details in Sweet’s Architectural Manual 
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RATES for Classified Advertisements 
The American Architect 
239 West 39th Street, New York 


$2 for 25 words or less per insertion and 6 cents for each additional 
word. Where the answers are to be addressed in care of The American 
Architect seven (7) words should be allowed for the box number. All 
advertisements must be accompaneid by full remittance. Publication 
dates sth and 20th of month. Copy received until 12 m. on rst and 15th 
of month preceding publication date. 


HELP WANTED 


ANTED: Office manager in architect’s office in New York City. Write 
giving experience in detail; also salary expected. Address 223-A, care 
The American Architect. (2523) 


POSITION WANTED 


POSITION Wanted: Senior architectural draftsman and designer, 

age 28, University graduate with post graduate work, 5 years’ prac- 
tical experience on all types of buildings, particularly institution, church 
and public work. Can handle presentation drawings and _ renderings, 
also finished working drawings and details. Middle West or East pre- 
ferred. Address 223-B, care The American Architect. (2523) 


PROPOSAL 


OTICE TO BIDDERS: Sealed proposals for Construction, Heating, 

Sanitary and Electric Work, Dormitory Buildings “A” and ‘B,” 
Attendants’ Home, Service Building and Tunnels—Adult Male Group 
at Letchworth Village, Thiells, N. Y., will be received by the Commis- 
sioner of Mental Hygiene, Department of Mental Hygiene, Capitol, 
Albany, N. Y., until 2 o’clock P. M. (Eastern Standard Time) Wednes- 
day, June 29, 1927, when they will be publicly opened and read. Pro- 
posals shall be enclosed in an envelope furnished by the State Architect, 
sealed and addressed, and shall be accompanied by a deposit as a guaran- 
tee that bidder will enter into the contract if awarded same. Deposit 
shall consist of a certified check drawn upon some legally incorporated 


Specification 
Service 


If you do not find specifications of any 
particular product, in which you are inter- 
ested, in the current edition of THE 
AMERICAN ARCHITECT SPECIFICA- 
TION MANUAL we will be glad to sup- 


ply them on request. 


Our Specification Service Department is 
always at the disposal of our readers and 
our fifty years of service to the profession 
and our contact with producers have given 
us sources of information that are always 
available. 


Write us when you think we can help. 


THE AMERICAN ARCHITECT 


239 West 39th Street 
New York 
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bank in this State and made payable to the State of New York or 
money equal to 5 per cent of the amount of proposal. The contractor to 
whom an award is made will be required to furnish surety company 
bond in the sum of 50 per cent of the amount of contract within thirty 
days after official notice of award of contract and in accordance with 
the terms of Specifications Nos. 4621, 4622, 4623 and 4624. The right 
is reserved to reject any or all bids. Drawings and specifications may 
be examined at Letchworth Village, Thiells, N. Y., at the New York 
Office of the State Architect, 18th Floor, Flatiron Building, 949 Broad- 
way, and at the Office of the State Architect, Capitol, Albany, N. Y. 
Drawings, Specifications and blank forms of proposal may be obtained 
by persons or firms engaged in the line of work required at the discre- 
tion of and from the State Architect, Capitol, Albany, N. Y., upon a 
deposit in the sum of $100.00 of money, or check made payable to the 
State of New York for each set of drawings and Specifications, which 
deposit will be returned if the drawings and specifications are received 
in good condition by the State Architect, Sullivan W. Jones, Capitol, 
Albany, N. Y. 


DATED: May 25, 1927. (2523) 


NOTICE TO BIDDERS: Sealed proposals for Construction, Heating, 

Sanitary and Electric Work, Additions to Laundry and Storehouse, — 
Letchworth Village, Thiells, N. Y., will be received by the Commissioner 
of Mental Hygiene, Department of Mental Hygiene, Capitol, Albany, 
N. Y., until 2 o’clock P. M. (Eastern Standard Time) Wednesday, 
June 29, 1927, when they will be publicly opened and read. Proposals 
shall be enclosed in an envelope furnished by the State Architect, sealed 
and addressed, and shall be accompanied by a deposit as a guarantee that 
bidder will enter into the contract if awarded same. Deposit shall con- 
sist of a certified check drawn upon some legally incorporated bank in 
this State and made payable to the State of New York or money equal 
to 5 per cent of the amount of proposal, The contractor to whom an 
award is made will be required to furnish surety company bond in the 
sum of 50 per cent of the amount of contract within thirty days after 
official notice of award of contract and in accordance with the terms of 
Specifications Nos. 4861, 4862, 4863 and 4864. The right is reserved 
to reject any or all bids. Drawings and specifications may be examined 
at Letchworth Village, Thiells, N. Y., at the New York Office of the 
State Architect, 18th Floor, Flatiron Building, 949 Broadway, and at 
the Office of the State Architect, Capitol, Albany, N. Y. Drawings, 
Specifications and blank forms of proposal may be obtained by persons 
or firms engaged in the line of work required at the discretion of and 
from the State Architect, Capitol, Albany, N. Y., upon a deposit in 
the sum of $50.00 of money, or check made payable to the State of 


New York for each set of drawings and specifications, which deposit i. 


will be returned if the drawings and specifications are received in good 
condition by the State Architect, Sullivan W. Jones, Capitol, Albany, 
N. Y. 


DATED: May 25, 1927. (2523) 
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Wr of genuine Bakelite. Clasped in position 
through pressure of the fingers. Have no metal 
fastening screws—therefore surface of the plates is 
completely insulated from the switch or outlet 
mechanism. 

Write for complete information. 


HARVEY HUBBELL, INC., Bridgeport, Conn. 
NEW YORK CHICAGO SAN FRANCISCO 
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CARTER 

Rien Bes puré 

WHITE LEAD 
: uu Se 


All worth-while paints con- 
tain some white lead; the 
better kinds are chiefly white 
ee the best kind is pure white 
lead. 


You are not likely to specify 
paint which doesn’t contain 
some white lead, the more the 
better; the better the lead the 
better the paint. ‘‘Carter’’ is 
the last word in pure white lead 
and the one you will choose by 
every test. 


CARTER WHITE LEAD COMPANY 
12042 South Peoria Street 
CHICAGO, ILL. 
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Snow-White Steel 
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e HESS Snow-white Steel Medicine Cabi- 

nets and Mirrors are used from 
Coast to Coast. Carefully and accurately 
formed— Beautifully finished in hand 
rubbed baked enamel, they are unequall- 
ed in quality and beauty. Suitable for the finest 
bathroom at prices pleasing to the close buyer. 

Write for catalogue; or See Sweet’s Index. 


HESS WARMING & VENTILATING CO. 
Makers of Hess Welded Steel Furnaces. 
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TEIESS cemtrrors 


EVERYTHING 


FOR THE PREPARATION, COOKING 
AND SERVING OF FOOD 


(W. F. Dougherty, Jr., President, speaking) 
“Every successful business owes 

Org its Prosperity to the Quality and 

MESSAGE Variety of SERVICE. This 
organization is no exception, 
and so well have 

we looked after the interests of 

our customers that the name 

DOUGHERTY is known for 

Reliability from Maine to Cali- 

fornia and from Canada _ to 


Florida.” 
W. F. DOUGHERTY & SONS 


Incorporated 
1009 ARCH STREET, PHILADELPHIA, PA. 
Branch: 914 Atlantic Ave., Atlantic City, N. J. 


THE CUTLER 
MAIL CHUTE 


Contracts, on the form required by 
the Post Office Department, are 
written in all cases, to cover the 
equipment complete ready to be 
turned over to the Government 
for Post Office use. Rough floor 
openings are not included and 
are usually provided for in the 
General Masonry Specification. 


Send for Details GX 8 and 9 


CUTLER MAIL CHUTE CO. 


GENERAL OFFICES AND FACTORY 
ROCHESTER, N.Y. 
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HE BESSLER was awarded the first and 
Oa Gold Medal for disappearing stair- 
ways at the Sesquicentennial International Ex- 
position in 1926. 

This expression of merit is well deserved, 
for Bessler Disappearing Stairways stand alone 
in the building field in point of superior de- 
sign, construction and appearance. 


SATISFACTION 
GUARANTEED 


Every Bessler Disap- 
pearing Stairway is guar- 
anteed to give full satis- 
faction or the purchase 
price will be refunded. 
Send for particulars 
The Bessler 


Disappearing Stairway Co. 
Akron Ohio 


With stock designs alone! 


This interesting interior in the home of Mr. Russell 
Paul, in Bexley, Columbus, Ohio, has been produced by 
the architects, Benham and Richards, entirely with 
stock designs of Curtis Woodwork. Note especially 
the restraint in the treatment of the stairway and the 
simple, molded trim. Everywhere architects are dem- 
onstrating what successful houses can be built with 
stock forms that have a genuine architectural character. 
With Curtis Woodwork there is 
absolute certainty in the adher- 1866 

ence to details, in the quality of Uj RTI G 


: 4 Slide up materials and workmanship, and 
into the in on-time deliveries. WOODWORK 
ily eh DISAPPEARING CURTIS COMPANIES SERVICE BUREAU 
amare STAI RWAYS 673 CURTIS BUILDING, CLINTON, IOWA 


Permit Sheldon 
to introduce to you—a NEW 


“Roof of Eternal Youth” | RADIATOR HANGER 


--for all types 
of radiators 


It’s the New Sheldon “Waveline’”’ 


Different from any slate roof 
heretofore attempted, a roof of de- 
cided individuality and beauty— 


—in which the slate is applied 
with the long side parallel to the 
eave line or ridge, and a standard 
3” lap is maintained throughout. 


One long side and the two ends 
are sawed, but the exposed long 
edge is left with the natural break 
of the rock. Hence the effect from 


which it derives its name: ‘‘Wave- 
line.’’ 


We show the roof as large as is 
here possible; but an enlarged re- 
production of the photograph is 
yours for the asking. Also full in- 
structions for applying the roof. 


The ‘‘Waveline’’isbeing featured 
in our Semi- Weathering Greens and 
Grays, 7 to }”’ thick, and prompt 
delivery may be relied upon. 


F.C. SHELDON SLATE COMPANY 


General Offices, Granville, N. Y. 


St. Paul, Minn. 
364 Rice St. 
Detroit, Mich. 
115 Francis Palms Bldg. 


New York City 
101 Park Ave., Room 514 


Columbia, S. C. 
17 Carolina Bank Bldg. 


Cincinnati, O. 
35 Poinciana Apt. 


787 Hampden Ave., 


including all 
makes of new 
tube types. 


acuic 
wll May we send full 


information ? 


The E-Z Way 


HEALY-RUFF CO. 
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WALL POCKETS 


FOR HIGH AMPERAGE CIRCUITS 
JK LIEGL WALL POCKETS are used to advantage 


wherever heavy current temporary circuits (30- to 
400-amperes) are required —in theatres, motion picture 
studios, photographic studios, schools, hotels, banquet 
rooms, assembly halls, industrial plants and elsewhere. 
They are made in both surface and flush wall types, in sizes 
which range from 30- to 400-amperes; 2-, 3-, and 4-wire; 
125-, 250-, and 500-volt circuits; and are furnished com- 
plete with plugs. 


OTHER KLIEGL LIGHTING SPECIALTIES 


Footlights Exit Signs Floor Pockets Floodlights 
Borderlights Aisle Lights Panel Pockets Spotlights 
Cove Lights Step Lights Panel Boards Music Stands 

Color Lighting Auto-Calls Dimmers Scenic Effects 


For Descriptive Literature write: 


BROS 


UNIVERSAL ELECTRIC STAGE LIGHTING CO., Inc. 


ESTABLISHED 1896 


THEATRICAL » DECORATIVE - SPECTACULAR 


LIGHTING 


321 West 50th Street 
NEW YORK,N.Y. 


Dixon’s Graphite Paints 


Better and longer protection as well as 
lower cost per year of service are direct re- 


sults of its use. 

The pigment, flake silica-graphite, is un- 
usual in its durability and water-repellent 
qualities. Being of flake formation it ex- 
pands and contracts with temperature vari- 
ation without cracking or peeling. 

Write for new color card No. 14-B 
showing colors of aluminum and Light 
Gray. 

JOSEPH DIXON CRUCIBLE COMPANY 
Jersey City New Jersey 


100th 
Anni- 
versary 


Specifications of most products adz 


THE AMERICAN ARCHITECT 


Page 97 


ate 


It is wonderful what a remarkable 
transformation takes place when an 
“Edwards” faba roof is properly . 
applied to a ouse—all of the charm Si Ay 
of the old Spanish Terra Cotta Roof- ants. 
ing Tile is preserved, even to the 


color. 
The house takes on a new lease of 


life. It seems a better place to live 

in. An Edwards Metal or Tile Roof 

is a real commercial asset and will bring a better return in 
rent or sale. 

Edwards Metal Roofings made to have the appearance of wood 
shingles, tile, slate, or any other roofing effect, and none of 
these fine artistic effects will cost any more than a plain, 
commonplace roof. 

All Edwards Metal Roofing is easy to lay—no big expense for 
skilled labor—storms and_ winds will not wrench it loose or 
make it a rattle-trap. It is lightning-proof and fireproof— 
Reduces Insurance Rates. 

When an Edwards Roof is laid, it is there to stay. 


Send for our literature—it explains 


THE EDWARDS MFG. CO. 


The World’s Largest Manufacturers of Metal Roofing, Metal Ceil- 
ings, Metal Garages, Portable Buildings, Rolling Steel Doors, etc. 


319-349 Eggleston Ave., Cincinnati, O. 


STANDARD 
METHO 


THE design of the TACO SEMI-INDIRECT 

makes it especially adaptable for successful 
use with vertical storage tanks. As this heater 
is vertical circulation to the tank starts very 
close to the floor and a positive circulation is 
established between the heater and the tank. 


Tanks will be heated down to a level with 
the bottom of the heater. 


THERMAL APPLIANCE COMPANY 
342 Madison Avenue, New York City 


vertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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PERE MARQUETTE BUILDING, NEW ORLEANS + THE STARKS BUILDING, LOUISVILLE 
UNITED MASONIC TEMPLE, CHICAGO + PEORIA LIFE BUILDING, PEORIA » DETROIT 
EDISON COMPANY BUILDING, DETROIT + HIBBARD, SPENCER, BARTLETT BUILDING, 
CHICAGO 7 MILITARY PARK BUILDING, NEWARK » THE DRAKE HOTEL, CHICAGO 
INTERNATIONAL BANKING CORPORATION, HANKOW, CHINA 7 FEDERAL RESERVE 
BANK. DALLAS 7 THE BLACKSTONE HOTEL, CHICAGO » HOTEL CLARIDGE, MEMPHIS 
SAGAMORE HOTEL, ROCHESTER » THE NAUTILUS HOTEL, MIAMI « FENWAY HALL, 
GLEVELAND + THE AMBASSADOR, LOS ANGELES » SAUM APARTMENT, ST. LOUIS 
NLARROTT: SPINK HOTEL, INDIANAPOLIS » THE HUNTINGTON, SAN FRANCISCO 
THE AQUITANIA, CHICAGO » MIRAMAR APARTMENT, CLEVELAND THE LUNSKY 
APARTMENTS, MONTCLAIR, N.J.7CO- Ja) OPERATIVE APARTMENTS, BOSTON 
POTOMAC PARK APARTMENTS Wm WASHINGTON 7 PARK CASTLE 
APTMTS., CHICAGO» EASTGATE wom elas HOTEL, CHICAGO + PARKVIEW 
APARTMENT HOTEL, MEMPHIS 7 gee CHRISTIAN BROTHERS COLLEGE, 


ST. LOUIS” WILLIAM C. mn) == CROSBY HIGH SCHOOL, 
BELFAST, MAINE: LAY fre . — 47 WORKERS TRAINING 
SCHOOL, RICHMOND 7 U. §. VETERAN’S HOSP., 
MEMPHIS 7MUNICIPAL TUBERCULOSIS SANI 


STUART CIRCLE HOSP., 
7 BUTTE » PHYSICS BLDG. 

PACIFIC HEBREW ORPHAN 
MASONIC TEMPLE, OMAHA 
COLLEGE 7 Y.M.C. A., ROCHESTER 


TARIUM, DETROIT 7 
RICHMOND» Y.M.C. A. — 
GEORGIA TECH., ATLANTA 7 
ASYLUM, SAN FRANCISCO 7 
CHEMICAL LABORATORY, TUFTS 
SEYMOUR VOCATIONAL SCHOOL ™ NEWARK + UNIVERSITY CLUB, 
CHICAGO » GLENDALE SANITARIUM D CGLENDALE, CALIFORNIA 7 OLYMPIC 
CLUB, SAN FRANCISCO » LOS ANGELES HIGH SCHOOL (OVER TWO HUNDRED 
SCHOOLS IN LOS ANGELES AND VICINITY HAVE ILLINOIS EQUIPMENT) 7 OVER 
THIRTY SCHOOLS AND PUBLIC BUILDINGS OF THE DISTRICT OF COLUMBIA 
EQUIPPED WITH ILLINOIS SYSTEMS ” CONGRESSIONAL CLUB, NEAR WASHINGTON 
FLINTRIDGE COUNTRY CLUB PASADENA 7 ART CLUB OF 
PHILADELPHIA 7 $.SCOTT JOY These “warm friends” RESIDENCE, WINNETKA 7 ROY 
FRANCE RESIDENCE, WILMET selected at random from TE? BENJAMIN H. MARSHALL 
STUDIO, CHICAGO + JUDGE g [ong list are “reasons HAMMOND RESIDENCE, BEN- 
TON HARBOR » ADMIRAL | yo. rite nation-wid CARY T.GRAYSON RESIDENCE, 
WASHINGTON 7 FIRST METH "7 of the nation-wide OnIsT EPISCOPAL CHURCH 
LOS ANGELES’ TEMPLE B’NAI __. popularity of ABRAHAM, NEWARK 7 ME- 
MORIAL CHURCH OF THE AD Illinois Heating Systems. VOCATE, PHILADELPHIA 
SIXTEENTH CHURCH OF  Prite for bulletin 22 CHRIST, SCIENTIST, CHICAGO 
TEMPLE TILFERTH, CLEVELA (A.1.A.30c2) + CORPUS CHRISTI CHURCH 
SCHOOL AND RECTORY, CHI CAGOILLINOISCENTRALSTA- 
TION, MEMPHIS» UNION STATION, ST. PAUL” SANTA FE DEPOT, SAN DIEGO” SANTA FE 
DEPOT AND OFFICES, SAN BERNARDINO » LIBRARY, UNIVERSITY OF MINNESOTA 
JOHN CRERAR LIBRARY, CHICAGO * DENVER PUBLIC LIBRARY 7 LIBRARY, LELAND 
STANFORD UNIVERSITY » MUNICIPAL AUDITORIUM, OAKLAND + U. 8. AIR MAIL 
BUILDINGS AND HANGAR, NEAR OMAHA 7 U. 5. MARINE BASE, SAN DIEGO » U. S$. 
AIR MAIL SERVICE BUILDINGS, NEAR CHICAGO 7 DURANT MOTOR COMPANY, 
OAKLAND » HARLEY-DAVIDSON PLANT, MILWAUKEE » ROCKPORT GREENHOUSE, 
NEAR CLEVELAND 7 GIMBEL’S, MILWAUKEE THE ROXY THEATRE, N. Y. 7 
STEWART- WARNER SPEEDOMETER CORP.,CHICAGO/VICTOR ADDING MACHINE EO. 
CHICAGO 7 CRITTALL CASEMENT WINDOW CO., DETROIT » CITY HALL, OMAHA 


Specifications of most products advertised in THE AMERICAN ARCHITECT appear in the Specification Manual 
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Maccabee Building, Detroit, Mich. - 
Albert Kahn, Architect H. G. Christman Co., Contractor Pen LID le 


An Outstanding 
TRUSCON 
DOUBLE‘HUNG WINDOWS 


(MODEL A) 


Installation 


jee features of these fine Windows include heavy 
welded frames, weather tightness, smooth, quiet 
operation,on concealed roller bearings, heavy muntin 
bars, rigid sash. 


Illustrated Catalog and Drafting-. 
Room Standards sent on request. 


TRUSCON STEEL COMPANY, Youngstown, Ohio. 


Established 1903. 
Warehouses and Offices in all Principal Cities. 


Specifications of most products adveritsed in THE AMERICAN ARCHITECT appear in the Specification Manual 


Electric welding accounts in 
part for the unrivalled 
strength and durability of 
Thorp doors. Unless 
stamped from a single sheet 
of metal, Thorp doors are 

. electric welded throughout. 


THE AMERICAN ARCHITECT 


re _ Bullard Store and Office 
As ae Building, New Haven, Conn. . 


Walter R. Shiner, Architect 
C. W. Murdock, Inc., Contractor. 


SEE ee of design, wrought 

into metal by painstaking crafts- 
manship, gives these elevator doors 
their quiet dignity. The Thorp or- 
ganization works hand in glove with 
the architect to accomplish a ren- 
dering of its product which will be in 
perfect harmony with the completed 
structure. shir 


Minneapolis, Minnesota, 


SEARCH INSTITUTE 
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THORP FIREPROOF DOOR COMPANY 
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The All-Aroundness 
Of Burnham Boilers 
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Burnham Boiler heated residence of Lylian Woods, Scarsdale, N. Y. 
W. Stanwood Phillips, Architect 


OU’LL recall our having mentioned 


that it was the Burnham’s long Aires i Aste seca aaa eae 
travel that caused their short coal bill. square sectional Burnham 
filled the specification aie 
But did or didn’t we mention the fact of — f° elas 
that very fire travel, being the basic reason rt 
for their more than usual economy with oilP — Bes" 


And there’s another thing, you'll want to 


bear in mind, and that is there’s now a . a a 
Burnham Smokeless for:soft coal. One 6 OT 
that actually is a smokeless. That word see 


actually has no reservation. 


IRVINGTON, N.Y. 


New York City Office: 30 East 42nd Street 
Representatives in all Principal Cities of the United States and Canada 


